Hours are saved with OZALID 


Prints made in seconds 


Consider the convenience of having an Ozalid 
machine beside your drawing board. 

When you want a print, you merely take a 
sheet of the desired type of Ozalid sensitized 
material . . . place your drawing on it .. . and 
feed both into the machine. 

Your print is ready in seconds—because there 
are only two automatic steps — Exposure and 
Dry-Development. 

What's more, it is a positive copy—not a nega- 
tive—of the original. It's easier to read, com- 
pletely dry, and ready for immediate use. 


can add the plumbing layout to one 


Offers Versatility 
Unlimited 


Tn identical fashion, you turn out all 10 
types of Ozalid prints—prints that have 
black, blue, red, or sepia lines . . . prints 
that are on paper, cloth, foil, or film. 

You'll appreciate this versatility. You 
can assign identifying colors to prints of 
different operations . . . always make the 
type of print best suited for the job at 
hand ... and save time, labor, and ma- 
terials in numerous ways. 


Unnecessary drafting 
eliminated 


Assume that you want additional trac- 
ings of the above floor plan so that you 


SPECIFICATIONS OZALID MODEL F 


(Designed for Medium Requirements) 


ө Accommodates materials up to 42 
inches wide. 

è Printing speed 4" to 72” рег min.— 

x» Developing speed 48" per min. 

* Electrical consumption: 
Starting........ 19 amps. at 220 V.— 
Operating........ 15 amps. at 220 V. 

€ Power factor corrected to......87.5%. 

è Wired for.......... 205-235 Volts, A.C., 

60 cycles, single phase. 
Мет, 6834” — Height........5175" 
—Depth (Incl. feed board)......3314”. 
€ Net weight.......... 795 lbs.—Shipping 
weight (approx.)........ 1145 Ibs. 


e Width 


copy; the air-conditioning layout to the 
next, and so on. 

With Ozalid, you need never redraw 
the “Master” original. Just make Ozalid 
Intermediate prints of it . . . and add the 
individual details in pencil or pen. Then 
use the “Intermediate” to produce the 
desired number and type of positive 
OZALID PRINTS. 

This is just one example . . . that prob- 
ably suggests dozens of uses in your 
work. 


Write today for free booklet 
No. 450... containing the 10 
types of Ozalid prints and 
telling the complete story. 


OZALID 


DIVISION OF GENERAL ANILINE & FILM CORPORATION 


JOHNSON CITY, NEW YORK 


Ozalid in Canada—Hughes Owens Co., Ltd., Montreal 
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" \ Р 
With four years of war experience behind 
\ 
us...with new products . . . with added \ 
\ 
improvements on old ones... Ceco 


again brings you the finest in construction 


ee . \ 
products... precision engineered. E 


War provided a laboratory for Ceco. 4 
Emergency uses brought the necessity for i 4 Meyei: Steelforms 
extra precision in manufacturing. As a result " (for Concrete Joist Construction) 
of such experience, now more than ever before, "à s 
engineering makes the big difference in Ceco К $ 
construction products. ` $ 


There is a new tempo in building today. p 
Manpower is being released, materials are more 
plentiful and as fast as products are available 


C" 5 — Concrete Reinforcing Bars 
Ceco is rushing to answer your needs. à 


= 2 —ndustrial Steel Doors 
All products illustrated are fully ^ 
described in catalogs of corre- E 
sponding number listed at left. 


SEND FOR THESE “zee CATALOGS 


These illustrated products represent p 
1—Build a Beautiful Home With Beautiful only a small portion of Ceco's wide \ 
Windows range of manufacture. \ 
2—Сесо Windows and Doors (Sweet's Catalog Cu 7—Metal Frame Screens 
Preprint) а - 
3—Ceco Steel Joists 
4—Mveyer Steelforms 
5—Handbook of Ceco Products for Reinforced CECO STEEL PRODUCTS CORPORATION 
Concrete Construction 
6—Steel Building Products for Structures MANUFACTURING DIVISION 
7—Screens in Steel, Bronze and Aluminum 5635 WEST 26TH STREET, CHICAGO 50, ILLINOIS 
8—Handbook of Ceco Road Building Materials Concrete Engineering Division, 
9—Ceco Metal Lath and Accessories Merchant Trade Division, Highway Products Division 


10—Ceco Metal Weatherstrips 


Offices, Warehouses and Fabricating Plants in Principal Cities 


MAKES THE BIG DIFFERENCE IN 


8—Highway Center Strip, s 
к Dowel Bars and Stake Pins 


N 
For complete information on any of the 
products illustrated, just fill out the 
coupon and mail to Ceco. Check the 
catalog number you want, corresponding 
to the number of the product illustrated. 


CONSTRUCTION PRODUCTS 


M 
` 


Cu 9 — Metal Lath and Accessories S4 


* 


3—Ceco Steel Joists 


~~ 5 — Adjustable Shores, Column Clamps , 


rin MEN M C 6—Ceco Roof Deck 


229 
00004 


Cu 10—-Metal Weatherstrip | 


M 
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CECO STEEL PRODUCTS CORPORATION 
5635 West 26th Street, Chicago 50, Illinois 


Please mail me postpaid the free catalogs | have checked below: 
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of ailing Гире 


Е 
this hospital "1 


wes BYERS 
WROUGHT 
IRON 


Every architect who designs hos- 
pitals recognizes the supreme 
importance of dependability in 
services and in equipment, for 
failures not only are hard on bud- 
gets, but may affect the welfare 
of patients. 

In the Montgomery County In- 
firmary Hospital at Dayton, Ohio, 
one phase of the emphasis on de- 
pendability is shown by the exten- 
sive use of wrought iron in services 
where corrosion can be anticipated. 
Byers Wrought Iron was installed 
in all hot and cold water lines; in 
the underground steam supply and 
return lines from the central heat- 
ing plant; and in the radiant heating 
floor coils. Over five miles of 
Byers Wrought Iron pipe were 
used for the heating system alone. 

The hospital will accommodate 
aged invalids, and the entire design 
is highly functional. The building 
is "X" shaped, is basementless 
except under one 7000 sq. ft. 


"ETERNALLY YOURS"'— professionally- 
produced 16mm sound motion picture. An 
entertaining saga of the wrought iron in- 
dustry, available to technical groups. New, 
authentic, informative. Write Modern Talk- 
ing Picture Service, Inc., 9 Rockefeller 
Plaza, N. Y. 20, N. Y. 


section and has a total area of 


30,000 square feet. Each of the 
four separate sections is separately 
zoned, so that individual comíort 
conditions can be established. Sin- 
uous floor coils were laid on a 
4-inch gravel fill over which water- 
proof tar paper had been placed, 
tested to 350-pounds pressure, cov- 
ered with a reinforcing mesh, and 
a 4-inch top slab poured. À 2-inch 
terrazzo floor was then laid on the 
slab. The basement is also radiant- 
heated. Water, heated in a con- 
verter by steam from the central 
plant, is circulated by four 100- 
GPM pumps. 

The durability and dependability 
of wrought iron, which has been 
demonstrated in hundreds of cor- 
rosive applications, over periods 
of many years, is the direct result 
of its unusual structure. Tiny fibers 
of glass-like silicate slag, threaded 
through the body of high-purity 


CHRONIC PATIENT HOSPITAL—Montgomery County, Ohio 
Rial Thomas Parrish, Architect-Engineer 
H. S. Saunders, Plumbing and Heating Contractors 
Ganger Bros., Heating Contractors 


iron, halt and deflect corrosion, 
and discourage pitting and pene- 
tration. The fibers also help anchor 
the initial protective film, which 
shields the underlying metal. Byers 
Wrought Iron offers several added 
advantages in radiant heating in- 
stallations. It can be readily formed 
and welded, its heat emission is 
high, and its coefficient of expan- 
sion is almost identical with that of 
concrete and plaster. 

It is important to remember that 
Byers Wrought lron is available 
now, in any quantity, for any pro- 
ject. You will find some interesting 
information on how it helps to 
combat corrosion in our bulletin, 
“Wrought Iron for Piping Systems." 
May we send you a copy? 

A. M. Byers Co., Pittsburgh, Pa. 
Established 1864. Boston, New 
York, Philadelphia, Washington, 
Chicago, St. Louis, Houston, 
Seattle, San Francisco, Atlanta. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


BYERS 
GENUINE WROUGHT IRON 


TUBULAR AND HOT ROLLED PRODUCTS 


ELECTRIC FURNACE ALLOY STEELS *' 


OPEN HEARTH ALLOY STEELS 


CARBON STEEL TUBULAR PRODUCTS 


ARCHITECTURAL 


HECORD 


GOMDINED WITH AMERICAN ARCHITECT ANB ARCHITECTURE 


VOL. 99 • NO. 1 JANUARY © 1946 


HOUSING IN THE HEADLINES... 49 
An Editorial . . . by Kenneth K. Stowell 

PARADOXES IN THE COST PICTURE... 50 

MESSAGES IN MATERIALS PRICE TRENDS... 51 


By Lester S. Kellogg 


RESIDENCE OF MR. AND MRS. W. W. LAWRENCE... 56 
Richmond, Calif. Anderson and Simonds, Architects 


RESIDENCE OF MR. AND MRS, TED BONNET ..................... 58 
Hollywood, Calif. Richard J. Neutra, Architect 


RESIDENCE OF MR. AND MRS, CHARLES SMITH... 60 
Releiz Valley, Calif. Michael Goodman, Architect 


DESIGNING WITH FLUORESCENT LIGHTING..................... 62 


Part II: Supplemental Lighting — Drafting Rooms — Offices — 
Lighting Levels. By Dr. Matthew Luckiesh 


BUILDING TYPES STUDY No. 109.. 


LOW-RENT АРАКТМЕЛ DS sss ssc ttt tasa 68 


LILLIAN WALD APARTMENTS... 70 


A Building Types Study Guinea Pig. Frederick L. Ackerman, 
Lafayette Goldstone, Architects 


ELEVATOR EFFICIENQGY........—. etsi pitis 78 
By Sullivan A. S. Patorno 
EFFICIENT STRUCTURE... ttt 81 
By Fred N. Severud 
EREICIENT. HEATING... nr tt a taa 89 
LOW-RENT APARTMENTS OF MINIMUM HEIGHT... 93 
George Washington Carver Apartments, Chicago. Skidmore, 
Owings and Merrill, Architects and Engineers 
TIME-SAVER STANDARDS . . . Apartment House Details....... 97 
Elevator Cab Details. 97 
Stair Details 99 
THE RECORD REPORTS . . . News from the Field... 7 
EOR BETTER BUMDING isis tein 20 
News of Materials, Equipment and Methods 
= pons MANUFACTURERS’ LITERATURE... ee 24 
| | REQUIRED READING... 28 
Seapoaation INDEX TO АрУҰЕЕТІЅЕМЕМТ........ L76 


H. JUDD PAYNE, Vice-President in charge of Magazine Division • 


EDITOR-IN-CHIEF, Kenneth Kingsley Stowell, A.I.A.; Managing Editor, Emerson 
Goble; Associate Editor, Douglas Haskell; Associate in South America, Edmund 
J. Whiting, A.I.A.; Desk Editor, Florence A. van Wyck; Art Director, W. K. 


Copyright 1946 with all rights reserved F. W. DODGE CORPORATION 


Allen, CONSULTANTS: Industry Relations Consultant: Thomas S. Helden. Ste- 
tistical Consultant: Clyde Shute, Building Economics Consultant: Norbert Brown. 
Field Research Consultant: Clifferd Dunnells, Jr. 


Architectural Record (combined with American Architect and Architecture) is 
published monthly by F. W. Dodge Corporation, 34 No. Crystal St., East 
Stroudsburg, Pa., with Editorial and Executive Offices at 119 West 40th Street, 
New York, N. Y. Thomas S. Holden, Pres.; Howard J. Barringer, Vice-Pres. 
and Treas.; Irving W. Hadsell, Vice-Pres,; Chauncey L. Williams, Vice-Pres. ; 
Sanford D. Stockton, Jr., Secy.; Walter F. De Sair, Asst, Treas.; Edwin Н. 
Freed, Asst, Treas. Member Audit Bureau of Circulation and Associated Business 
Papers, Inc, Architectural Record is indexed in Reader’s Guide, Art Index and 


Industrial Arts Index. Subscription rates: United States and Possessions, 
Canada, Cuba, Mexico, Central and South America, $3 the year, $5 for twe 
years, $6 for three years; elsewhere, $5 the year; single copy, $1. Cireulation 
Manager: Marshall Ginn. Every effort will be made to return material sub- 
mitted for possible publication (if accompanied by stamped, addressed envelope), 
but the editors and the corporation will not be responsible for loss or damage, 
Other Dodge Services; Real Estate Record & Builders’ Guide, Gwest's Files, 
Home Owners’ Catalogs, Dodge Reports & Dodge Statistical Research Service, 


5 


Several interesting trends in flush valve applications for 
industrial plants are disclosed by a recent survey among 
architects widely experienced in industrial plant design. 


For example, while hand-operated flush valves continue 
to have top preference for closet bowls and urinals, there is a 
growing trend toward the use of foot-operated flush valves 
for both of these applications. This trend and others are dis- 
cussed in the booklet offered below. 


Of course, a primary consideration in the selection of any 
flush valve combination is dependable, trouble-free per- 
formance, characteristic of all Watrous Flush Valves. 

Very important also is economy—here the simple Watrous 
Water-Saver adjustment makes possible savings of many 
thousands of gallons of water each year. 


Maintenance is another factor. This has been simplified 
by the convenient, single-step servicing feature of Watrous 


Flush Valves. 

Combine all these qualities in the flush valves for your new 
plant or modernization programs by specifying Watrous 
Flush Valves—a selection that will be a constant source of 
satisfaction over the years to come. 


The Glenn L. Mar- 
tin Company, 
Middle River, 
Maryland, is Wa- 
trous- equipped 
throughout. Archi- 
tect: Albert Kahn 
Associated Archi- 
tects & Engineers. 
Plumbing Contrac- 
tor: Lloyd E. 
Mitchell, Inc. 

Top: Aerial view 
of plant. Middle: 
Engineering Build- 
ing. Right: Admin- 
istration Building. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1240 W. Harrison St., Chicago 7, III. 


ARCHITECTS' VIEWS ON FLUSH VALVE APPLICATIONS 


A survey of interesting trends in the selection of flush valves for industrial plants 
is given in Bulletin No. 477. Write for your copy. For full information on Watrous 
Flush Valves see Sweet's Catalog or ask for Catalog No. 448-A. 
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Wagner-Ellender-Taft Housing Bill Takes the Washington 


Spotlight * 
FHA Plans 


W une the low temperatures and high 
costs hold back construction activity 
over the top half of the nation, the 
slow mills of government grind away 
steadily in Washington, D.C., trying 
to iron out reconversion and the post- 
war tangles on housing. Congress 
tackles the comprehensive Housing 
Bill (S. 1592) sponsored by Senators 
Wagner, Ellender and Taft. Remain- 
ing war agencies keep adjusting their 
inventory, price and other controls as 
industry approaches a peacetime econ- 
omy. Permanent government units, 
including those for housing, hold 
weather eyes not only on the momen- 
tary transition but also on the long- 
time postwar prospect. 


Fight on Housing Bill 


Shortly after Thanksgiving the hous- 
ing spotlight fell on the Wagner- 
Ellender-Taft Bill, a re-draft of the 
measure introduced some months ago. 
Hearings got under way before the 
Senate Banking and Currency Com- 
mittee, which Senator Wagner heads. 
The plan was to have the hearings 
complete and prolonged. Plenty of 
pros and cons were anticipated. 

The broad nature of the measure, 
in a sense, invited attack as well as 
support. Even one of its sponsors, Sen- 
ator Taft, pointed out: 

"In a bill of this length there are 
bound to be many details with which 
I do not agree, and some to which the 
other two Senators do not agree. We 
propose to hold extensive hearings, as 
a result of which the bill may be modi- 
fied." 

Importance of the legislation is pin- 
pointed by Senator Ellender, who says: 
"I regard the housing problem as per- 
haps our most important single post- 
war economic and social issue." 


Reseach Included 


In an analysis of the bill, Senator 
Wagner explained that, under 11 titles, 
it "deals with the preliminary and 
underlying phases of technical research, 
market analysis, and periodic housing 
inventories. . It provides for the 
varied needs of our urban and rural 
areas alike, and for those of moderate 
and low income, as well as for those 
higher in the income scale." For one 
thing, it provides a unified national 
housing agency. Low-rent public hous- 


to Insure Mortgages 


Truman Urges Hospital Construction Program 


for Builder-Operators 


ing is included in its scope, and rural 
housing. 

What else would it do? 
quick look: 


Here’s a 


Insurance Broadened 


It arranges FHA supplemental mort- 
gage insurance for home owners of 
lower income by a combination of 95 
per cent loan, 32-year maturity, and a 
maximum 4 per cent interest rate (for 
mortgages not exceeding $5,000). 

It provides a special program of 
yield insurance by FHA to encourage 
direct investment in rental housing: it 
guarantees a minimum return of 2% 
per cent per annum. 

Significantly, it authorizes aid to 
local communities for slum clearance, 
etc., and for low-rent housing. Such 
aid also could go to make studies of 
local housing needs. 

It calls for federal contributions for 
rural housing at an estimated rate of 
38,000 dwellings a year or 190,000 in 
five years. 

It lets Federal Savings and Loan 
Associations 

1. Take part in the FHA insurance 
program without restriction; 

2. Take part also in the federal 
home-loan guarantee for veterans; 

3. Take part in the yield-insurance 
program for direct investment in 
rental housing otherwise provided in 
the bill. 


Similarly, it removes restrictions on 


TA 


А ў 


Well, I finally got my attic... 


Federal Home Loan Bank participa- 
tion in the FHA insurance and Vet- 
erans Administration guarantee pro- 
grams. 

Among other things, it reduces the 
premium for Federal Savings and 
Loan Insurance Corporation insurance 
from one-eighth to one-twelfth of one 
per cent. 


Demand Estimated 


Pertinent word on the housing pic- 
ture crept into the Senate hearings on 
the bill. To quote NHA Chief Bland- 
ford: "Estimates of the pressure of the 
housing demand between October 1, 
1945 and December 31, 1946, come 
to about 4,660,000 units. . . . Outside 
estimates of the supply that is or will 
be available to meet this demand dur- 
ing the same period, through existing 
vacancies, new vacancies, and new con- 
struction add up to 1,420,000 units." 
This leaves a shortage of some 3,240,- 
000 units. 

The NHA chief makes plain also 
that the bill "seeks to provide protec- 
tion to the small home owner against 
defects in construction, faulty materials 
or workmanship, and violations by the 
building contractor of his contract 
obligations, by requiring warranty by 
the principal contractor against such 
defects or breach of contract." 

State colleges and universities wish- 
ing to provide housing for veterans, 
Mr. Blandford explains, would, under 
the bill, be eligible for 95 per cent 
insurance, and privately-endowed edu- 
cational institutions would be eligible 
for 90 per cent insurance. 


Public Housing Programmed 


Testimony by FPHA Commissioner 
Philip M. Klutznick on the public 


housing features of the legislation 


brings to light that applications for 
( Continued on page 10) 
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KIESLING 


PASSENGER AND FREIGHT ELEVATORS 


KIESLING Passenger Elevators are de- 
signed to cover a wide range of service and 
are adaptable for use in apartment and 
office buildings, hospitals, hotels, depart- 
ment stores, and residences, etc. An un- 
limited number of car sizes are obtainable, 
providing capacities and speeds to suit 


particular requirements. 


KIESLING Passenger Elevator can be 
provided with various types of control, de- 
signed to meet with individual require- 
ments. Single speed, Two speed, or Vari- 
able Voltage controls are available. Motor- 
ized Car and Hoistway Doors as well as 
Automatic Levelling, can be furnished. We 
provide complete service, maintenance, 


and modernization of existing equipment. 


Architects and engineers are invited to 
write for complete descriptions and illus- 
trations of KIESLING ELEVATORS. 


K ESLING е, 


eStASLISHED fag 


JOHN —< 


2409-33 
PACIFIC ST. 


O 
>— N, Inc. 


BROOKLYN 
NEW YORK 


“lm like the Sax 
who blew Sweet—but it 
came out sour,’ MOANED THE DESIGNER 


NILMERG: You are unduly pessimistic, Sir. 


DESIGNER: Think so? Then take a look at this. My brain conceives 
a gloriously modern airport—but my fingers produce a Jules Verne 
nightmare. 


NILMERG: Behold—a transformation, friend. Take this wonderful 
WINNER Thin Lead Colored Pencil in your fingers—see, they 
already behave better. Now a deft touch here, a bit of blending 
there—now pour on the color in this area—isn’t that a magnificent 
effect? 


DESIGNER: Jumping Jehosophat, a miracle. Does The WINNER Thin 
Lead come in other colors? 

NILMERG: Indeed it does. In addition to Red, there are Blue, Green, 
White, Brown, Carmine, Blueprint Yellow and Blueprint Orange. 
Moreover, The WINNER Thin Lead is first choice of Artists, Archi- 
tects, Engineers, Designers and Draftsmen because it is practically 
insoluble in the perspiration of your hands. 


DESIGNER: You mean no smudges and fingermarks on my drawings? 
NILMERG: That is precisely what I mean. 


DESIGNER: You know, if you weren't a gremlin I'd kiss you. In fact, 
I will anyway .... 


The WINNER thin lead 
COLORED PENCILS 
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nearly 500,000 units of public housing 
as a three-year program already have 
been filed with FPHA by cities and 
rural areas—355,599 units by urban 
localities and 141,473 units by rural 
counties. Under the bill about 125,000 
public housing units a year would be 
possible, or a total of 500,000 in four 
years. 


Bill Is Criticized 


From Federal Housing Administra- 
tor Raymond M. Foley came support 
of the bill generally, but criticism of 
the 32-year maturity proposal in con- 
nection with the 95 per cent insurance 
of mortgages. While he approved the 
insuring of mortgages up to 95 per 
cent, he questioned the extension of 
time from 25 to 32 years. 

Criticism of the legislation came 
from other quarters, including trade 
groups. 

The National Association of Real 
Estate Boards struck at the measure 
variously, stating that it is a long-time 


proposal and not designed to meet the 
present housing shortage, that it would 
insure federal domination of munici- 
palities, that the builders’ warranty 
would force the federal government to 
umpire small disputes, that the yield 
insurance is impractical, and that the 
housing agencies should not be kept 
under a central unit such as NHA. 

Cumulative effect of the bill would 
be damaging, maintained the National 
Association of Home Builders. They 
said it would stop private lending in 
the rural field, and told the Committee: 
"We believe that it is unfortunate and 
improper to include in one bill 11 dras- 
tic changes in the production and fi- 
nancing of housing." 

The U. S. Chamber of Commerce 
opposed many of the bills terms. It 
questioned changes in mortgage credit, 
the continuance of NHA as а perma- 
nent agency, the proposed federal ex- 
penditures at a time when private 
industry "will be straining every re- 
source to take care of accumulated 


L. Andrew Reinhard, A.I.A. 


APPOINTED TO 
FINE ARTS COMMISSEON 


Recently honored by President Tru- 
man with appointment to the National 
Commission of Fine Arts are three 
architects and a sculptor: William T. 
Aldrich, F.A.LA., of Boston; L. An- 
drew Reinhard, A.LA. New York; 
Frederick Vernon Murphy, F.A.LA., 
Washington; and Lee Lawrie, sculptor, 
Easton, Md. 

Mr. Aldrich, a graduate of МІТ. 


and the Ecole des Beaux Arts, Paris, 


includes among his work the Worces- 
ter (Mass.) Art Museum, the Museum 
of the Rhode Island School of Design 
and Benedict Monument to Music, 
both in Providence. 

Mr. Reinhard is a member of the 
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Underwood & Underwood 


Frederick V. Murphy, F.A.I.A. 


New York firm of Reinhard & Hof- 
meister, architects for Rockefeller Cen- 
ter, awarded the Gold Medal of the 
Architectural League of New York in 
1937, the Gold Medal of the Fifth 
Avenue Association, and many other 
honors. 

Mr. Murphy is the founder and 
present head of the School of Archi- 
tecture, Catholic University of Amer- 
ica, and architect of a number of im- 
portant buildings including the Shrine 
of the Sacred Heart Church and the 
Papal Legation, Washington. 

Mr. Lawrie, nationally known sculp- 
tor, is a member of the American 
Academy of Arts and Letters, and the 
committee on sculpture for the Hall 
of Fame. 


housing and other building require- 
ments,” the making of housing a social 
goal, and the reduction of interest 
rates. 

The American Bankers Association 
held that the bill is too comprehensive 
and should be broken up into several 
measures; they pointed out that it does 
not touch labor and material shortages 
which are the present construction 
bottlenecks. 

The Mortgage Bankers Association, 
opposing most features, made partic- 
ular point against the public housing 
provisions. 

The Producers’ Council contended 
that the public housing features of the 
legislation should be considered purely 
as a local problem rather than on a 
national level. They expressed opposi- 
tion to making NHA permanent. 


Hospital Program Urged 


Less conspicuous from the stand- 
point of headlines but nevertheless im- 
portant to the building industry was 
another matter before the Congress. 
Buried in a message of President 
Truman to the Congress in the weeks 
before Christmas—his so-called mes- 
sage on health—came a recommenda- 
tion, amplifying his previous sugges- 
tions, for construction of hospitals and 
related facilities. 

The federal government, said the 
President, should provide financial and 
other aid to build needed hospitals, 
health centers, etc. He urged facilities 
"particularly useful for prevention of 
diseases," and expressed the belief that 
the federal arm should lay down, in 
connection with its funds, “minimum 
national standards for construction and 
operation." 


Price Ceilings Demanded 


Meanwhile Congressman Wright 
Patman of Texas joined with OPA’s 
Chester Bowles in demanding ceilings 
on housing prices. To assist this move, 
he introduced in the House a_ bill 
creating an Office of Housing Stabili- 
zation with a director empowered to 
put price ceilings on both new and 
old homes, to give housing priorities 
to veterans, and take other steps. 
There wasn't much indication, how- 
ever, that the Patman proposal could 
be hurried into law, although it got 
Administration support with testimony 
from NHA's Chief Blandford and 
OPA’s Bowles before the House Bank- 
ing Committee. 

Bowles continued his fight, too, for 
maintenance of rent controls without 
relaxation, new construction included. 

On the other hand OPA adjusted 
some of its ceiling prices on building 
items. It pushed upward the ceilings 
on Southern pine lumber at the mill 

(Continued on page 12) 


Wherever the plans call for 
Copper or Brass Pipe Lines 


SPECIFY ха; Ioiata 


ECONOMICAL INSURANCE OF CLIENT SATISFACTION 


The Silbraz joint — the modern threadless joint for copper and brass 
pipe or tubing — actually bonds pipe and fitting into a single, “one- 
piece” unit. 

An insert of silver brazing alloy incorporated in the fitting melts 
under the heat of an oxyacetylene torch and flows out between pipe 
and fitting to produce a permanent, leakproof bond. The completed 
joint is easily identified by a fillet of silver brazing alloy which appears 
at the end of the fitting where the pipe fits into it. 

Silbraz joints withstand the severest vibration and shock — even the 
kind of abuse encountered in diesel locomotives, tanks, and fighting 
ships on which they are widely and successfully used. 

Fittings and valves for making Silbraz joints are produced by leading 
manufacturers. You can specify them with assurance for all types of 
buildings — for plumbing and heating lines, fuel, gas and process lines 
— wherever you want brass or copper pipe lines that can “take it" and 


give your clients full satisfaction. 
* Reg. U. S. Pat. Off. 


Arr REDUCTION 


General Offices: 60 EAST 42ad STREET, NEW YORK 17, К Y. 
Ve Texas: MAGNOLIA AIRCO CAS PRODUCTS CO, » General Offices: NOUSTOMN 1, TEAS 


Represented Internationally by Airco Export Corporation 
Offices in all Principal Cities 


АС) 


WITH THE 
SILVER RINGS 


He's Ready to Fill 
Your Specifications 
for Silbraz Joints 


Piece" Silbraz co, 
brass Piping systema. Pper or 
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THE RECORD REPORTS (Continued from page 10) 


level by 4.7 per cent; it allowed an 
increase of 10 per cent in the maxi- 
mum prices for low-priced builders' 
hardware items used in building and 
repairing homes, including hooks, 
brackets, knobs, door springs, etc.; it 
sanctioned a boost of $3 per 1,000 sq. 
ft. in manufacturers’ prices for gypsum 
lath and liner board; it revised the 
special item pricing provisions of the 
"hardwood plywood regulation. 


Commerce Predicis for 1946 


As the old year drew to a close, the 
new Construction Division of the De- 
partment of Commerce, with a fund of 
data for a crystal ball, looked into the 
future and saw for 1946 a "fairly good 
construction year.” Americans, it 
found, will spend nearly three times 
as much for building new homes as 
in the last war year, and private indus- 
try will hit an all-time high of $5.2 
billion in construction. Over $12 bil- 
lion will be spent in the building field 
during the year, $7.3 billion for con- 
struction, public and private, and $5 
billion for repair and maintenance. 
The key trend will be one of “con- 
tinuous expansion,” with private con- 
struction surpassing all records since 
1929. 

Aside from industry, says the CD, 
sharp advances will probably also be 
registered іп other non-residential 
building such as hotels, stores, ware- 
houses and theaters. Fittingly enough, 


Federal Works Agency 
Deputy Commissioner Jesse E. Stanton 


STANTON REPLACES HOWE 


George Howe, Deputy Commis- 
sioner for Design and Construction, 
Public Buildings Administration, has 
resigned because of ill health. His suc- 
cessor will be Jesse E. Stanton, at pres- 
ent Division Engineer of PBA's Di- 
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military, naval and publicly-financed 
industrial construction. is expected to 
fall to one-sixth of its $1.2 billion total 
for 1945. 


NHA Looks at Next Decade 


In its long look ahead—for the next 
decade—the National Housing Agency 
points up a variety of data. By 1955, 
it assumes, there will be roughly 
36,795,000 non-farm families in this 
country, of which about a fourth will 
have incomes of less than $1,000 a 
year, about 15 per cent will have in- 
comes between $1,000 and $1,500 a 
year, and about 60 per cent will have 
incomes above $1,500. On this basis it 
figures that housing for about 9,000,- 
000 families should be available at less 
than $20 per month, for about 6,000,- 
000 families at less than $30, and for 
more than 21,000,000 families at $30 
and more per month. 

Carrying its figures further, the 
Agency anticipates that of the 12,600,- 
000 units of new construction required 
over the 10-year period, 28 per cent 
will be needed at monthly charges of 
less than $20; 38 per cent at charges 
between $20 and $40; and 34 per cent 
at monthly charges above $40. 


Rental Mortgages Planned 


Among new incentives for the rental 
of new houses is a plan for the Federal 
Housing Administration to insure 
mortgages for builder-operators. Under 


vision Office in San Francisco. 

Mr. Stanton, a native of San Fran- 
cisco, formerly was associated with D. 
H. Burnham & Co. on the Chicago 
Beautiful plans, and with the New 
York firm of Warren & Wetmore on 
hotel construction. He had charge of 
designing schools and firehouses after 
the San Francisco earthquake and fire. 
He joined PBA in 1941 as consulting 
architect on the program to expedite 
the construction of war housing, and 
in July, 1945, was appointed executive 
head of the San Francisco office. 


George 
Howe 


Federal Works Agency 


the plan, FHA will look over the 
builders’ plans and agree to insure 8D 
per cent of the value up to $6,000, 60 
per cent from $6,000 to $10,000. The 
thought is that this will move builders 
to rent the homes, induce banks to 
ease terms on construction loans, and, 
if the house is finally sold, save money 
for the buyer in that details such as 
title search, inspection, etc., will have 
been cared for. 

Another move of the FHA is notifi- 
cation to banks that it will insure mort- 
gages on homes on the outskirts of 
suburbs. Spreading out of home con- 
struction in this way, it is expected, 
will have effects in the course of a 
decade, expanding market areas and 
possibly even calling for additional 
utilities ultimately. 


Advisory Services Possible 


As to controls over prices at which 
houses are sold, the NHA may seek 
funds to finance cities that set up 
advisory services on home values. The 
idea would be for mayors to appoint 
committees to keep tab on the real 
estate market. However, before any 
plan was put into effect the housing 
industry itself would be consulted on 
measures for “self-policing.” 

Such a move would be in line with 
the proposal by some government offi- 
cials for “community drives” to serve 
as a substitute for federal wartime con- 
trols. The goal would be for such 
community action to take over jobs as 
the federal government abandons them, 
including the pushing of housing con- 
struction, the handling of veterans’ 
problems, market planning, etc. Close 
consultation between government bu- 
reaus and trade associations would be 
one feature of such a trend. 

In connection with the Committee 
on Construction within the Office of 
War Mobilization and Reconversion, 
Reconversion Director John W. Snyder 
announced, upon the resignation of 
Hugh Potter as Construction Coordi- 
nator, that the Committee would 
function through another OWMR of- 
fice, with Alvin I. Brown, Washington, 
D. C., construction engineer, directly 
in charge. 


+ + + 


GOVERNMENT NEEDS 
ENGINEERING DRAFTSMEN 


The Civil Service Commission is 
conducting a recruiting campaign to 
secure engineering draftsmen for work 
in various government agencies in 
Washington, D. C. Entrance salaries 
range from $1,704 to $2,980 a year. 

Application forms, and a copy of 
examination announcement No. 406 
which contains full information re- 

(Continued on page 106) 


: Analysis of Family Needs 

Financing 

‚ Contractor-Architect Relations 

Home Layout and Functional Planning #7 

Beauty, Proportion, Appropriateness | - 
House Plans, Specifications pu 

and Architectural Drawings 
Kitchen Planning, Built-in 
l Conveniences, Interior Arrangement 


-— mee 


WHEN YOUR CLIENTS READ THIS 
Your Job becomes Easier! 565956 


ownership . .. points out the need of 
consulting a reliable architect for 
intelligent home building. It’s liter- 
ally packed (all 114 pages of it) with 
VERY architect must be an educator. He must edu- the facts that will help your clients come to a quick de- 
cate clients out of impractical notions, guide their cision on the kind of practical home they really want 
thinking toward sound objectives, help them crystal- ... for life. 
lize vague, general desires into specific plans. We're distributing this book nationally at $1.00 a copy. 
So, the more good, practical material We believe it’s the biggest planning 


home buyers read on remodeling, plan- book value offered today. Send your 


3 14; Cr : Promotion of worthwhile material, ; 
ning, and building, the ezszer it will make Seliiul to ir endive builamg in. check or a dollar bill for your copy now. 


your job. "Let's Plan a Peacetime Home" dustry is typical of Janitrol’s lead- After reading it, you'll probably want to. 

is written by top-notch authorities in ership, not only in the research and order additional copies for use with 

the home planning field . . . provides development of tbe most modern your prospects. Write Dept. AR, Sur- 

interesting, practical information on the gasfired beating equipment, but face Combustion Corp., Toledo 1, Ohio. 
also im unique merchandising 


metbods. 


GAS-F/RED 
HEATING EQUIPMENT 


Floor Type 


Winter Air Conditioner Gravity Furnace Conversion Burner Blower Unit 
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“oe not one — but two good reasons why 
responsibility for the product is never a question when 
you specify RODDISCRAFT Doors and Wainscoting. 


You see the first in these picture of actual Roddis timber 
tract and veneer mill operations. From timber tract to 
building site it’s exclusively Roddis. 


You see the second in the reproduction of the RODDIS- 
CRAFT Guarantee Bond — unqualifiedly guaranteeing 


materials and workmanship. 


Roddis control and guarantee is particularly important to- 
day, with the critical shortage in building materials. They 
are insurance against the temptation to sacrifice quality 
in the interests of quantity. For more than half a century, 
Roddis has stood on quality—that policy still is paramount. 
And our control is our guarantee to ourselves that 
quality is right — our bond is our guarantee to you. 


Roddiscraft WAREHOUSES 


CAMBRIDGE 36, MASS., 229 Vassar St. LONG ISLAND CITY, N. Y., 


CHICAGO 8, ILL., 1440 W. Cermak Rd. Review and Greenpoint Ave. 
CINCINNATI 2, OHIO, 457 E. Sixth St. ARSHFIELD, WISCONSIN 
DALLAS, TEXAS, 2615 Latimer St. MEW SORE ie te Aen л чыш БА RO D D І S LU m BER 
KANSAS CITY 8, MISSOURI, Д , 
2729 Southwest Blvd. 515 W. 36th St. & VENEER co 
LOUISVILLE 10, KENTUCKY, SAN ANTONIO, TEXAS, 727 N. Cherry St. . 
1201-5 S. 15th St. DEALERS IN ALL PRINCIPAL CITIES 


MARSHFIELD, WISCONSIN 


Consult Your Local Millwork and Fixture Manufacturers — and Lumber Dealers 
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READY TO BESET IN PLACE 
when delivered. to the job. 
Weatherstripping and operat- 


ing mechanism are built into 
aluminum windows. They need no pro- 
tective painting to safeguard against 


rusting or rotting. 


HANDLING IS EASY 
because of the light weight of 


aluminum windows, and their 


unit construction. Erection goes 
fast, appreciably cutting your construc- 


tion costs. 


SIMPLY LINE THEM UP 


anchor in place, and 


1) they’re ready for calking 

Ñ \\ _\\_1 and glazing. Aluminum 
£- el 2 6 ‚Р bhe windows work smoothly, 

and they’ re easy to keep that way. 


WINDOWS OF ALCOA ALUMINUM 
are neat and attractive. Their [ 
narrow metalsections make most | 


efficient use of window openings, 


giving maximum glass areas. They 
are suited to any type of architecture. 


Windows of Alcoa Aluminum will be made by leading window manufacturers. 
Consider them for your future new buildings and for replacements. Aluminum 


Company of America, 1867 Gulf Building, Pittsburgh 19, Pennsylvania 
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Product Application Engineering is a term used by The Herman Nelson Cor- 


poration to describe a service which is available to Architects in all sections of the country. 


Before selecting a product to solve a particular heating or ventilating problem, it is neces- 
sary to compare the requirements of the job with the specifications of the product. To 
do this the Architect needs complete information about the performance of the product 
—which may mean air delivered against a certain resistance in the case of a propeller fan, 
or the amount of heat delivered if a unit heater is involved. In addition, he needs complete 
information about the application of the product to the particular heating or ventilating 


problem. This may involve size, quietness of operation or a number of other factors. 


That's where Herman Nelson Product Application Engineering is valuable. Herman Nelson's 
nation-wide distributing organization is in a position to supply you with just the information 
you need. Trained personnel will give you practical as well as technical assistance in the 


selection and application of the exact type and size of equipment that will do the job best. 


Contact the nearest Herman Nelson Product Application Engineer for assistance in the 


solution of any heating or ventilating problem. 


The HERMAN NELSON 
CORPORATION 


Manufacturers of Quality Heating and Ventilating Equipment 
General Offices and Factories: Moline, Illinois 
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Snapshots of a Noise Demon at work 


I s Armstrong's Cushiontone* 


THERE'S NO PEACE for your client 
—or his staff—when his office 
is infested with noise demons. 
These insistent pests are born 
in the din of clattering machines, 
loud voices, ringing bells. They 
prevent concentration, breed er- 
rors, and reduce efficiency. 

That's why so many architects 
today are recommending Arm- 
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strong's Cushiontone—the есо- 
nomical ceiling that traps noise 
demons. The 484 deep holes in 
each 12" square of this fibrous 
material absorb up to 7597 of all 
noise that strikes the ceiling. 
Cushiontone is also an excellent 


pret е ака 
ettet 6 t| |] 9 
PRES VLEC В. 


pire TDI 


Ett € Fa gt ga 
tilili 
FEST a ara 
titira 
liita 
ilija 
hay, 
Ett. 


light reflector and can be re- 
painted many times without loss 
of acoustical efficiency. 

NEW FREE BOOKLET gives all the 
facts. Write for your copy to 
Armstrong Cork 
Company, 2401 
Stevens Street, 


Lancaster, ГА) 


Реппа. 
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In this design, 
advantage has 
been taken of the 
usual roof slope to 
allow a larger 
center feature 
window. Facing 
the street, the 
continuous shadow 
box for illuminated 
lettering permits 
effective night 
lighting. 


BRASCO BRINGS Sea“ THAT NEVER WEARS OUT 


HERE'S more than meets the eye 

when you admire the trim lines and 
attractive finish of a modern Brasco 
Store Front. Sound engineering, backed 
by 30 years’ experience, gives assurance 
that Brasco’s beauty is built to last. 


features within the sash provide 
dependable glass safety. 


All Brasco members are fabricated to 
fit and install perfectly, making the 
entire front a rugged, harmonious 
whole. Recognizing this, leaders 


Structural strength is embodied in 
every unit that goes into a Brasco Front. 
Heavy-gaugedmetalsare used through- 
out... all bars have continuous steel 
reinforcement ... exclusive patented 


in modern store front design specify 
complete Brasco Construction, confident 
that their most advanced ideas will not 
only be interpreted faithfully, but 
permanently as well. 


HARVEY > (Chicago Suburb) ° ILLINOIS 
Uational Distribution pbssuree Effective Tustallation 


Copr. 1945 by Brasco Manufacturing Co. 
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DOUGLAS FIR 
DOORS 


II 


- - - to assure trim, attractive 
installations, avoid danger 
of “butchering” on the job! 


FACTRI-FIT 


ME AMT E E * MU UNSERE Perth ae ea ee XS = 


| SPECIFICATIONS * 
Douglas Fir Doors are cut to exact net FACTRI-FIT GAINING 
ы book sizes listed їп U. S. Commercial Ag Seay ee 
Standard 73-43 . . . are scuff-stripped Fee ‘shina heed 
for protection . . . grade-marked for easy identification and LS Aard butt on 134^ 
correct specification. They reach you trimmed and ready == doors, 3 /2°х3 12”: 


to hang. 


on 134” doors, 
4"x4". Square cor- 
ners, Center gaining for heavy con- 


Douglas Fir Doors— now avail- struction is equi-distant between. 
» able—are not only prefit, scuff- 
stripped and grade-marked — FACTRI-FIT SIZES 


but gained for hinges and bored for locks as well. All ma- Doors prefit to exact net book 

chining is done at the mill by high-speed, clean-cutting sixes listed in U. S. Commercial 

precision tools that assure a correct job every time. Standard 73-43. Doors sc uf f- 
stripped for protection. 


{ Dh | M | N i Douglas Fir Doors—now DES 
= available — adds still an- 
other advantage to the Peart ES о 


M. Д Nu marked for easy 
precision steps outlined above. Pre-priming saves on-the- dentita non den B 
job finishing time, reduces moisture absorption and im- specification. 
proves dimensional stability. 


Send for Catalog showing complete line of 
Douglas Fir Interior Doors, Tru-Fit Entrance 
Doors, and new specialty items. Sent free to 4 All boring to cen- 
any point within the United States. ter knob 36" from 
bottom of door. 
Diameter of bore- 
in, 15/16"; length 
of bore-in, 335” 
from edge; face plate, 1" x 21/4" x 
1/16”, square shape, cross-bore. 
58" diameter on 238” center. 
These standard specifications fit 
virtually all nationally-distributed 
hardware. Other machining on 
special order. 


Douglas Fir 


DOORS 


FIR DOOR INSTITUTE 


Tacoma 2, Washington 
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FOR BETTER BUILDING 


Steel units of a new kitchen line, and 


a refrigerator featuring accessibility 


KITCHEN UNITS 


Flexibility and adaptability are the 
goals of a new line of 12 steel kitchen 
units which can be bought separately 
or as a complete package, installed 
just as the housewife and the size of 
the kitchen demand. The line includes 
five types of sinks and sink cabinets, 
varying in width from 42 to 66 in.; 
six types of wall cabinets, ranging in 
width from 24 to 66 in.; and one type 
of base cabinet, 24 in. wide. 

The same company offers a new 
Shelvador Refrigerator featuring maxi- 
mum accessibility. Five food shelves are 
on the inside of the refrigerator door, 
providing storage space for bottles, 
eggs, fruits, processed foods. The Cros- 
ley Corp., Cincinnati 25, Ohio. 


HEATING 
Electric Unit Heaters 


Under terms of a license granted by 
the Wesix Electric Heater Co., San 
Francisco, the Westinghouse Electric 
Corp. has acquired the right to use 
the basic principles involved in the de- 
sign, construction and control of unit 
type electric heaters. Models compris- 
ing the new line will range from an 
easily portable 1250-watt, 110-volt floor 
unit to 4 kw, 220-volt floor and wall 
models. All of the 220-volt units will 
have built-in automatic thermostatic 
control. The Westinghouse Electric 
Corp., Emeryville, Calif. 


Circulator Fan 


Designed to prevent cold floors, the 
new RECO Heat Circulator Fan blows 
upwards, the air traveling along the 
ceiling and down the walls, carrying 
the super-hot air with it and inter- 
mixing it with the room air, providing 
uniform temperature throughout the 
room, It is especially recommended 
for hard-to-heat rooms and rooms 
which are not constantly heated. Rey- 
nolds Electric Co., 2650 W. Congress 
St., Chicago 12, Ill. 
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PHOSPHOR POWDER 


A new phosphor powder similar to 
the powder used in present fluorescent 
lamps except that it changes the en- 
ergy wavelengths to ultraviolet, makes 
possible two new types of lamp: a 
fluorescent type sunlamp and a germi- 
cidal lamp for use with poultry and 
animals. 

Not yet available, the F-zype Sun- 
lamp will be made in 20-watt and 40- 
watt sizes identical in dimensions and 
electrical operating characteristics to 
present fluorescent lamps of the same 
wattages. The difference is in the 
special  ultraviolet-transmitting glass 
which is coated inside with the phos- 
phor powder. The lamp can be com- 
bined with existing fluorescent lamps 
in some present office, factory, home 
or store fixtures. 

A thin coating of the phosphor pow- 
der on the inside of 15- and 30-watt 
germicidal lamps combines germ-kill- 
ing with ultraviolet energy. Not recom- 
mended for human use, the lamps are 
now available in limited quantities. 
General Electric Co., Bridgeport, Conn. 


WALL COVERING 


A new wall covering called Congo- 
wall consists of a lustrous baked 
enamel surface in a cameo-like tile 
design on a special patented, flexible, 
water-resistant felt backing. According 
to the manufacturers, Congowall will 
not warp or shrink, buckle or bulge, 
crack or craze, chip off or peel; it is 
easily installed over any firm, smooth, 
dry surface, and is suitable for both 
new work and remodeling. Offered at 
present in five colors—peach, green, 
black, blue and white. Congoleum- 
Nairn Inc., Kearny, N. J. 


Felt-backed wall covering has baked 


enamel surface that looks like tile 


ALUMINUM VENETIANS 


Laboratory tests of an aluminum slat 
venetian blind just announced show 
a heat reduction of 75 per cent, the 
manufacturers report. One side of the 
slat is polished to reflect the heat, and 
the other side is satin finished to pre- 
vent the metal from absorbing heat. 
Dust and grease will not adhere to the 
treated metal. MacArthur Smith and 
Associates, 134 S. LaSalle St., Chicago 
3, Ш. 


FARM QUONSET 


A new type Quonset building—a 
cousin to the round-roofed Quonset of 
Navy fame—has been designed especi- 
ally for rural utility purposes and now 
is in production. 

The new, low-cost, packaged, all- 
steel building differs from the Navy 
Quonset in that it has a straight side. 
Designated the Quonset 24, this farm 
building has an unobstructed interior 
suited particularly for garage and 


A straight-sided Quonset for farm use 


storage of implements, tools and vehi- 
cles, or as an open-front loafing barn 
for animals. 

The basic unit is 24 ft. deep and 
12 ft. long. As many 12-ft. extensions 
as desired can be added to increase 
length. Sliding doors and section pan- 
els are available. Great Lakes Steel 
Corp., Stran-Steel Division, Penobscot 
Bldg., Detroit 26, Mich. 


HOUSEHOLD ITEMS 
Radios 


Included in Westinghouse’s new 
line of postwar home radio receivers 
are nine sets ranging from an ultra- 
modern 6-tube, 6 by 6 by 9 in. port- 
able table model to a 14-tube radio- 
phonograph combination set housed 
in a modified Chippendale console 
cabinet and equipped to receive stand- 
ard broadcasts, foreign shortwave 
broadcasts and frequency modulation 
programs. Television receivers will be 
ready for the market early next year. 

Fourteen models, ranging from small 
plastic table models through portables, 
radio-phonograph combinations in both 

(Continued on page 22) 


Designed for gracious 
living... built around 


a framework of steel 


| Whether you are planning along ultra-modern 
or traditional lines, Stran-Steel framing will 
give you the permanence of steel construction, 
with new efficiency . . . flexibility of ideas. 


Stran-Steel, with its nailable studs and joists, 
brings an entirely new perspective to postwar 
building . . . assures permanence, fire-safety, 
freedom from warp, sag and rot. These qualities 
— to the home builder, home buyer or investor 
—are as salable as grace and beauty of design. 


Investigate the possibilities of Stran-Steel . . . 
shape your building plans around this uniform 
precision material. Build with Stran-Steel for 
beauty of design . . . comfort and convenience 
... lasting strength. 
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= GREAT LA EEL CORPORATION 


Manufacturer of the Famous Quonset Hut for the U. S. Navy 
STRAN-STEEL DIVISION • 37th FLOOR PENOBSCOT BUILDING • DETROIT 26, MICHIGAN 
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SENSITIVE fingers rejoice in discov- 


ering in MICROTOMIC “VAN DYKE” the 
absoluteness of uniformity in grading 
on which a draftsman depends for true 
pencil satisfaction. We suggest that you 
become sufficiently aroused to visit our 
accredited “VAN DYKE” Dealer for your 
favored degrees. 


Your choice of 18 Degrees from 7B to 9H with Round 
Leads... plus 6 Degrees with special Chisel Point Leads. 


FOR BETTER BUILDING 


(Continued from page 20) 


table models and consoles, and full- 
sized console furniture model radios, 
comprise the new Stewart-Warner line. 
New and exclusive features of all sets 
include the radair antenna, a built-in 
loop designed to pick out faintest sig- 
nals but to repel static interference, 
and a signal sentry, a device to elim- 
inate fading and to bar unwanted hum 
or other noises. An automatic record 
changer, operated with only one con- 
trol, is incorporated in the radio-phon- 
ograph combinations. 


Refrigerator plus frozen food chest 


Refrigerators 


Three 7-ft. models and one 9-ft. 
model are on the 1946 Kelvinator pro- 
duction schedule. Topping the line is 
the new Moist Master, a triple range 
unit with special provisions for freez- 
ing and storing frozen foods, for the 
safe-keeping of foods of high mois- 
ture content, and for general storage 
of all average foods. In effect a com- 
bination refrigerator and frozen food 
chest, the new unit has a freezer ca- 
pacity of approximately 9 lb. of ice 
cubes, and more than 35 lb. of pack- 
aged frozen foods. Kelvinator Division, 
Nash-Kelvinator Corp., Detroit 32, 
Mich. 


NEW BUILDINGS 
Paper Goods Plant 


Construction of a new plant to house 
The American Paper Goods Com- 
pany's midwestern operation has been 
started by The Austin Co. in Chicago. 

The new building was especially de- 
signed by Austin to accommodate new 
high-speed presses and machinery for 
the production of ice cream containers, 
beverage cups, specialty bags and other 
products. It will be one-story, with 

(Continued on page 102) 


Through the past half century Caldwell has been a dominant factor 
in meeting the lighting fixture needs in all types of finer structures 
where authenticity of design, integrity of workmanship and highest 
standards of performance were prime essentials. 


Today, Caldwell fixture craftsmen are reaching far ahead in 
their exploration of the possibilities of hot and cold cathode 
lighting. We invite you to “Consult with Caldwell" as to the 
la:est trends in scientific lighting coupled with superlative 
design. 


XC» 
The Stitlr Hotel. Detroit, Mick. 


EDWD. PF. CALDWELL & CO.: ING. 


101 PARK AVENUE * NEW YORK 17, М. Y. 
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MANUFACTURERS’ LITERATURE 
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COPPER CONSTRUCTION 


Research Solves Problem of 
Stress Failures in Sheet Copper 
Construction. A report on two years 
of research into the behavior of cop- 
per installations, with specific recom- 
mendations for design and construc- 
tion methods directed toward the 
elimination of stress failures. Includes 
30 detail sheets showing methods of 
installation and some of the basic 
principles in the use of sheet copper. 
Diagrammatic drawings of parapet 
walls, seam roofing, open valleys for 
slopes, fascia gravel stops, built-in gut- 
ters, covers over expansion joints, etc. 
96 pp., illus. Revere Copper and Brass, 
Inc, 230 Park Ave, New York 17, 
N. Y.* 


FIBER BOXES 


Vs-Boxes. A report on the weather- 
proof solid fiber box, including a de- 
scription of wartime uses and various 
tests used to insure its quality. 16 pp., 
illus. Container Testing Laboratories, 
Inc., 45 E. 22nd St., New York, N. Y. 


HANGARS 


Low Cost Housing for Small Air- 
planes. Basic ideas on the layout and 
construction of individual wood han- 
gars in single and multiple units, wood 
repair shops and large commercial 
hangars. Offers 10 reasons why wood 
hangars are thrifty. 8 pp., illus. Tim- 
ber Engineering Co. 1319 18th St., 
N.W., Washington 6, D. C. 


HARDWARE 
Solid Brass and Bronze Hard- 


ware. A description of Mount Vernon 
and Monticello and their solid brass 
hardware fixtures; examples of modern 
brass and bronze hardware. 16 pp., 
illus. Copper & Brass Research Assn., 
420 Lexington Ave, New York 17, 
N. Y. 


HEATING 


A Step Ahead in Hospital Heat- 
ing (Bulletin No. 633). A descrip- 
tion of differential heating and how it 
works; cost analysis; typical installa- 
tions in hospitals. 24 pp., illus. C. A. 
Dunham Co., 450 E. Ohio St., Chicago 
11, Ш.* 


INSULATION 


Foamglas Insulation for Tanks. 
The method to be used in installing 
Foamglas for the insulation of high 
temperature tanks, towers and ducts. 


* Other product information in Sweets File, 1945. 
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Specifications and details, table of 
block sizes. 24 pp. illus. Pittsburgh 
Corning Corp. 632 Duquesne Way, 
Pittsburgh 22, Pa.* 


LIGHTING 


Engineered Lighting and Control 
Equipment (Catalog No. 945). A 
condensed catalog, with photographs 
and detail drawings, specifications and 
engineering details. Equipment listed 
includes stage lighting, exit and direc- 
tional signs, indirect and built-in light- 
ing, fluorescent troffers, stage switch- 
boards. 10 pp., illus. Hub Electric 
Corp., 2219-29 W. Grand Ave., Chi- 
cago 12, Ill. 


G-E Slimline and Circline Lamps 
Seen in Many Roles. The use of 
the two types of fluorescents in store 
design. Diagrams and sketches of store 
interiors, special display units, and 
store lighting fixtures. 12 pp., illus. 
General Electric Co, Nela Park, 
Cleveland 12, Ohio.* 


MEMORIAL TABLETS 


Bronze Honor Rolls. Descriptive 
circulars featuring the Willard “Add-a- 
Name” type of cast bronze honor roll 
tablet. 6 pp., illus. The Willard Bronze 
Co., 3608-16 Colerain Ave., Cincin- 
nati 23, Ohio. 


PLASTICS 


Plexiglas Design Manual. Design 
methods for acrylic plastics. Complete 
with diagrams and illustrations of va- 
rious products. 56 pp., illus. Rohm 
& Haas Co., Washington Sq., Phila- 
delphia 5, Pa.* 


Forming Articles from Extruded 
Tenite Sheeting. Nine primary op- 
erations in the fabrication of sheet 
plastic articles, and the equipment 
which may be used. Includes several 
diagrams of equipment. 12 pp., illus. 
Tennessee Eastman Corp., Kingsport, 
Tenn.* 


SILICONES 


Dow Corning Silicones, New En- 
gineering Materials. Catalog listing 
all of the silicone products now avail- 
able, and presenting many industrial 
uses. Contains charts and graphs dem- 
onstrating the properties, tables of phy- 
sical characteristics, etc. 12 pp., illus. 


Dow Corning Corp., Midland, Mich. 


STEEL 

In War .. . In Peace, Republic 
Enduro Stainless and Heat-Resist- 
ing Steels (Adv. 430). The war ap- 


plications of Enduro steels, and sug- 


gestions for their translation into peace- 
time terms. 32 pp., illus. Republic 
Steel Corp., Advertising Division, 3100 
E. 45th St., Cleveland 4, Ohio.* 


Know Your Steel When You 
Build or Remodel. The uses of spe- 
cial-purpose sheet steels in building 
construction, builtin equipment and 
appliances. 24 pp., illus. The Ameri- 
can Rolling Mill Co, 1717 Armco 
Ave., Middletown, Ohio.* 


STEEL BOILERS 


Standard Electric-Welded Steel 
Boilers (Bulletin No. S-67, 5th ed.) 
Full information including diagrams 
and specifications and dimension ta- 
bles. 8 pp., illus. The Brownell Co., 
430 N. Findlay St, Dayton 1, Ohio. 


High Pressure Heavy Duty Fire- 
box Steel Boilers (Catalog 96). 
Illustrates and describes with fully de- 
tailed tabulations and diagrams three 
series of steel riveted firebox boilers. 
20 pp., illus. Kewanee Boiler Corp., 
Kewanee, Ill.* 


TURBINES 


The Gas Turbine Power Plant 
Now a Reality. History and features 
of the gas turbine. 20 pp., illus. Elliott 
Co., Jeannette, Pa. 


WATER HEATERS 
Nema Standards for Electric 


Water Heaters. Practical information 
on performance, rating, testing and 
manufacture of electric water heaters. 
Includes schematic diagram showing 
standard connections and color coding. 
8 pp. Natl. Electrical Mfgrs. Assn., 
155 E. 44th St, New York 17, N. Y. 
25 cents. 


Test Specifications, Automatic 
Electric Storage Water Heaters. 
Intended to establish a uniform testing 
procedure to make possible the deter- 
mination of the performance of elec- 
tric storage water heaters in terms of 
safety, effectiveness, durability and con- 
venience. 10 pp. Natl. Electrical 
Mfgrs. Assn. 155 E. 44th St, New 
York 17, N. Y. 50 cents. 


LITERATURE REQUESTED 


The following architects and firms re- 
quest manufacturers’ literature: 

F. W. Langhenrich, АЛ.А., 4541 W. 
Washington Blvd., Chicago 24, Ill. 

Lundy Construction Co., 1896 W. 4th 
St, Williamsport, Pa. 

Sherman & Zamshnick, Architects, 62 
William St, New York, N.Y. 

Arthur N. Starin and Associates, Archi- 
ы, North Finley Ave., Basking Ridge, 

«s 


Another Example of JOHNSON 
Individual Room Temperature CONTROL 


"AS-YOU-LIKE-IT" TEMPERATURE 
MAINTAINED IN EACH APARTMENT 


EVERY TENANT SATISFIED...TONS OF FUEL SAVED 


It's "finer living" to have the temperature just right. 
Modern apartment planning includes many of the de- 
sirable features of private homes. Each suite in Manley 
Court is equipped with individual thermostatic heat 
control, completely automatic. 

Manley Court tenants no longer complain about 
their apartments being too hot or too cold. They have 
an automatic servant on their wall, ready to obey 
their wishes...a 24-hour service, saving fuel every 
minute. Of course, Johnson Thermostats are not just 
ordinary instruments. They are a part of the whole, 
carefully engineered control system. 

In Manley Court, there are four boiler plants, each 
of which supplies steam for the buildings in a given 
area. Each heating system is commanded by the John- 
son Control system, which extends throughout the 
buildings. Johnson Control is the "brain" that turns 
the heat on and off, as required for each of the 85 
apartments. Tenants are satisfied and fuel is saved in 
large amounts. 

Yes, existing buildings, too, can be equipped with 
Johnson Automatic Temperature Control Systems. 


JOHNSON 


DESIGN: MANUFACTURE: INSTALLATION * SINCE 1885 


Discuss your temperature control problem with an en- 
gineer from a near-by office of Johnson's nation-wide 
organization. Johnson men are specialists in just one 
line of business—designing, manufacturing and in- 
stalling Automatic Temperature and Air Conditioning 
Control. JOHNSON SERVICE COMPANY, Milwaukee 2, 
Wisconsin. Direct Branch Offices in Principal Cities. 


Manley Court Apartments, Summit, New Jersey—Emil A. Schmidlan, 
architect, East Orange, New Jersey—Elmer N. Rinhart & Co., Inc., 
property managers 


CONTROL 
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Koontz Creamery. Baltimore, Maryland. Architect 
Carl W. Roes, Baltimore, Maryland. Contractor 
Edgar S. Armacost, Westminster, Maryland. 


Steel Windows in Dairyland . . . The 
Lupton Metal Windows in this creamery meet 
the high sanitary standards of a modern dairy. 
Lupton Windows assure draft-free ventilation, 
abundant day-lighting and protection from in- 
sects. Easy to clean, weather-tight, fireproof 
... Simple design and rugged construction 
developed from over 40 years experience. 
Give your clients these plus features by spe- 
cifying Lupton... A Window for every type 
of building. 


See our Catalog of Post War Types and Sizes in 
Sweet’s for 1945, or write today for reprint. 


MICHAEL FLYNN MANUFACTURING CO. 
E. Allegheny Ave. at Tulip St., Philadelphia 34, Pa. 
Member of the Metal Window Institute 


LUPTON 


METAL WINDOWS 
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C'onfiden 


P= the first step in undertaking a new project 
is to insure confidence—in the idea and in the 
tools employed. No more needed tool is there than 
the pencil which translates ideas into working form 
and thence into reality. 

VENUS Drawing Pencils are engineered to give you 
drafting perfection without failure: accurately graded 
to assure uniformity in all 17 degrees... strong in per- 
formance... smooth and clean in action. 


Put VENUS to the test 
on your drawing board. 
Send us a postcard or a 
note for two free samples. 
Specify degrees wanted. 


VENUS ws: 


AMERICAN LEAD PENCIL COMPANY, HOBOKEN, NEW JERSEY 
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REQUIRED READING 
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HOW MUCH BUILDING? 


Construction Revival—Guide Signs to 
Peacetime Expansion and Prosperity. A 
Market Study by F. W. Dodge Corp. New 
York 18 (119 W. 40th St.), F. W. Dodge 
Corp. 1945. 11 by 8V4 in. 32 pp. 

How much actual building will 
there be in the next decade? That is 
what everyone connected with the 
building field—and everyone interested 
in the national economy—naturally 
wants to know. Estimates by the car- 
load have appeared, some of them 
based soundly оп statistics, others 
amounting to little more than personal 
guesses or wishful thinking. This mar- 
ket study by the F. W. Dodge Corpo- 
ration, however, is really more than an 
estimate: springing from the com- 
pany's own summary of work actually 
planned, it is an analysis of the build- 
ing volume that can reasonably be ex- 
pected during the next ten years. 

"Construction revival has begun," 
the study states, "ushering in a return 
to normal peacetime competitive mar- 
ket conditions. As transition problems 


are surmounted, volume will snow- 
ball." 

What are these transition problems? 
For architects and engineers: "securing 
adequate staffs of designers and drafts- 
men, adequate information on mate- 
rials and equipment available for early 
use in urgent projects, information on 
new products and services." For build- 
ers and sub-contractors: “man-power, 
material supply, price and wage ad- 
justments, possible transportation short- 
ages. For material and equipment man- 
ufacturers: "reestablishment of orderly 
marketing service to the field; sales 
and production manpower; and (for 
an important minority) reconversion of 
plant facilities." 

On May 31, 1945, when the com- 
pany's statistical tabulation of V-day 
projects was discontinued, the Dodge 
records of postwar projects showed a 
total of 99,638 specific projects located 
in the 37 states east of the Rocky 
Mountains, the estimated cost of which 
totaled $15,746,202,000. Since June Ist 
"hundreds of millions of dollars in 


additional preliminary and design-stage 
projects have been reported and tabu- 
lated on a new basis as currently con- 
templated work." 

The Dodge Corporation disagrees 
with the commonly expressed opinion 
that the volume of public work in 
blueprint stage is inadequate to meet 
the needs of the transition period. On 
the contrary, “unduly strong pressure 
to push public building and engineer- 
ing work in the recovery period would 
create intense competition for men and 
materials and add to the inflation 
threat.” As for private building, it is 
reasonable to assume, the study states, 
“that most private projects in the de- 
sign stage are scheduled for sites al- 
ready selected and either owned or 
controlled by option. For such projects 
bids can be taken and decisions made 
fairly quickly.” 

As shown in the table below, this 
study breaks down estimated construc- 
tion into the various classifications for 
both private and public projects. It 
also has a separate chart for each of the 
classifications, with special notes on the 
program of each. 

(Continued on page 122) 


prewar and prospective postwar construct‘on 


valuation (in millions of dollars) of construction contracts and projected or estimated construction, 37 eastern states 


classification 

commercial buildings 

manufacturing buildings 

schools, colleges and science buildings 
hospital and institutional buildings 
public buildings 

churches and other religious buildings 
social and recreational buildings 
miscellaneous non-residential buildings 
total non-residential 

hotels, dormitories and apartment buildings 
one- and two-family houses 

total residential 

total building 

public works and utilities 


total construction 


black figures denote total of private plus public projects e 


28 


2058 1400 
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contracts contracts contracts 
year 1938 year 1939 year 1940 
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2299 1693 | 2892 2054 


1493 | 3550 1843 | 4004 2202 


estimated 
additional annual 
postwar backlog of average 
projects contemplated | postwar 
design stage projects decade* 
477 a | 185 из | 636 
840 230 668 106 402 
ПЕ a NET С 
7754 2608 | 7993 1693 7348 


figures in color indicate private projects € *at March 1945 levels of construction costs 


peace preparedness 


F.W. DODGE 


f 


CORPORATION 


Reconversion is no mere scramble for long-desired, 
long-denied goods and services. It is a preparation 
for expanding the American economy and improving 
the American way of life. Reconversion is the first 
step in the restoration of the orderly processes of the 
free market, the market which, having been regi- 
mented and restricted for war, is now released for its 
true function of satisfying human needs. 


The free, unregimented market has its own disci- 
plines which are inherent in its nature, its progressive 
development and its day-by-day functioning — the 
disciplines of competition, of costs, of technical and 
organizational efficiency, of analysis and under- 
standing of the complex needs, desires and prefer- 
ences of people. 


An impressive sampling of postwar construction 
needs, desires and plans of the American people — 
a listing of new facilities they want for production, 
for trade, for education and worship and recre- 


Sweet s Fies 


Home Owners' Catalogs 


F. W. DODGE CORPORATION, 119 West Fortieth Street, New York 18, N. Y. 


Dodge Reports 


Dodge Statistical Research Service 


ation, for improved family and community living 
— has been made by the field staff of F. W. Dodge 
Corporation during the past three years. 


During that time reports were accumulated on 
99,638 specific postwar construction projects (pri- 
vate and public) of an estimated total value of 
$15,746,202,000. A third by number and a half by 
value of these projects were already in design 
stages before V-J Day. From this nucleus of 
nearly $8,000,000,000 in planned projects and from 
the additional backlog of contemplated projects 
in like amount will develop the peacetime revival 
of the construction industry. 


A detailed analysis of America's backlog of private 
and public construction demand is presented in a 
new brochure "Construction Revival" just issued. 
Illustrated with charts, it contains pertinent com- 
parisons with statistical records of peacetime years. 
A copy will be supplied on your request. 


ache tura Record 
Record & Guide 
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How 2222 Open-Web Joists 


тр ЕТ ЕЯ 


KEEP DOWN COSTS _ 


In light-occupancy buildings, Bethle- 
hem Open-Web Steel Joists make 
possible real economies—in design, 
in construction costs, in maintenance. 

In designing schools, stores, office 
buildings, apartments, homes, hospi- 
tals and the like, you'll find that Open- 
Web Joists make possible relatively 
light construction — yet they'll carry 
a surprisingly heavy load. And they 
provide ample fire-safety, when used 
in combination with concrete floor 
slab and plaster ceiling. This costs 
less than heavier types of fireproof 
construction — and only a little more 
than non-fire-resisting construction. 
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BETHLEHEM OPEN-WEB 


Sue" og 
pes 


Bethlehem Open-Web Joists now 
may prove cheaper than other materials, 
in many types of construction. They 
arrive completely fabricated, clearly 
marked for speedy erection. They re- 
quire no falsework, can be placed by 
two men—the aid of a light gin-pole 
being needed for the Longspan type. 
They eliminate delays due to weather. 
And they wil be in good supply 
through the reconversion period, while 


JOISTS 


d 


Ос 


some other materials remain tight. 
Bethlehem Open-Web Joists will never 
sag or shrink, thus minimize plaster 
cracks, open baseboards, squeaky 
floors. And of course there are no 
worries about termites or vermin. All 
things considered, these steel joists 
keep down maintenance costs as no 
other material can. 


FOR DETAILS, SEE OUR 
CATALOG IN SWEET'S FILE 


"Packaged" 
Air Conditioning 


Increase Apparel Store Profits 


Air conditioning has proved extremely important in 
women's apparel and other specialty shops. It helps 
build trade... increases profits. More and more architects 
are recommending it. Customers enjoy the refreshing 
comfort of cool, clean, dehumidified air gently circu- 
lated throughout the store. They linger longer and buy 
more. Merchandise stays clean and fresh and attractive 
because dust, dirt and perspiration are at a minimum. 
“Packaged” Air Conditioners, pioneered by Chrysler 


Airtemp, are ideal in meeting the air conditioning 
requirements of all types of retail stores and shops. 
Flexible, quiet, trouble-free, easy to install singly or 
in multiple, Chrysler Airtemp “Packaged” Air Con- 
ditioners are noted for their low upkeep and operating 
cost. Steam coils may be added for heating to provide 
year “round air conditioning. • Airtemp Division of 
Chrysler Corporation, Dayton 1, Ohio. In Canada, 
Therm-O-Rite Products, Ltd., Toronto, Ontario, Can. 


Invest in Your Future—Buy U. S. Bonds! "REMEMBER THURSDAY NIGHT! The music of Andre 
Kostelanetz and the musical world's most popular stars—Thursday, CBS, 9:00 P.M., ES.T." 


CHRYSLER 


> MRIEMP 


HEATING e COOLING e REFRIGERATION 
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THE STANDARD OF TEXTURED TILE 
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ARKETEX CERAMIC CORPORATION 


BRA ZIL—INODtI ANA 


January, 1946 


Fellow Builders: 


We enter a new year--our first peacetime year follow- 
ing the greatest war in history. Combining the best 
of the past with the best of the present, it is now 
time to build the best for the future. 


After World War I, Arketex produced the first ceramic 
glazed structural tile. This tile, the best of that 
period, pioneered the best of the future. Today 
Arketex is producing a finer structural tile than ever 
before due to wartime research and development. It 
will continue to produce a finer peacetime product--a 
permanent wall and finish, colorful, durable, for in- 


terior or exterior walls. 


Recognize the best of the past and you will recognize 
Arketex. Choose the best of the present and you will 
choose Arketex. Build with the best for the future 
and you will build with Arketex--first with the finest 


in ceramic glazed structural tile 


May the year 1946 be pleasant and prosperous. Our 
wish--that we may help you build a better America witb 


Arketexi 


Sincerely, 


uL. VERA 


President 
ARKETEX CERAMIC CORPORATION 


John Stelle/G 
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WITH THE 


ANEMO-LIGHT 


The ANEMO-LIGHT is a combination of the ANEMO- 

STAT draftless air-diffuser and a built-in light. It is de- 

signed to provide draftless, even distribution of air— 
both heated and cooled—for equalizing temperature and 


humidity throughout the room . . . 


scientific lighting. 


The section of. the ANEMO- 
LIGHT which serves as the air- 
diffuser is of special design and 

dimensions — different than the 
standard ANEMOSTAT. The larg- 
est member has a handsome fluted, 
polished edge. The inner members 
are also polished. The complete fix- 
ture is of the recessed type, fitting 
tightly against the ceiling with a mini- 
mum projection below the ceiling line. 
It is spun of aluminum, polished and 
sprayed with clear lacquer. 


The ANEMO-LIGHT is so constructed 
that, like the standard ANEMOSTAT air- 
diffuser, it will draftlessly and quietly 


AC-1046 


"NO AIR-CONDITIONING SYSTEM 


write TODAY Fo 


as well as to provide 


diffuse any volume of air sup- 
plied to the device at any velocity. 
At the different velocities rec- 
ommended for rooms used for 
different purposes, the increase in 
decibel rating by the ANEMO- 
LIGHT itself is negligible. 


The lighting unit is a Holophane 
Reflector Refractor. Its sparkling, 
erystal, prismatic glass is pleasing in 
appearance. When lighted, a portion of 
the reflected light is thrown on to the 
flaring cones of the air-distribution 
section of the device, which effects a 
luminous quality, lending a fluorescent 
appearance to the entire fixture. 


Fi «© 
ULL.INFOR™ 


ANEMOSTAT 


REG. U. 8. РАТ. OFF. 


ANEMOSTAT CORPORATION OF AMERICA 
10 EAST 39th STREET 


NEW YORK 16, N. Y. 


15 BETTER THAN ITS AIR-DISTRIBUTION’’ 
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WHEN you have new or remodeled schoolrooms to heat and ven- 
tilate, a careful investigation will lead you to the unit system—and 
to Nesbitt Syncretizers. Syncretized Air is the most advanced indi- 
vidual classroom ventilation known—and well known —to America’s 
schools. With fully automatic controls the Syncretizer maintains the 
room temperature desired by the class—uniformly, without over- 
heating. It also maintains a safe minimum air-stream temperature, 
thus preventing dangerous drafts that come of admitting cold, un- 
tempered outdoor air. 

The air-stream minimum temperature control is one of Nesbitt's 
many contributions to the art. It is made possible by dual steam- 
distributing tubes within the condensing tubes of the Nesbitt high- 
capacity, copper tube-and-fin radiator. The man in the picture is 
blowing smoke through a steam-distributing tube to illustrate how 
even the smallest amount of steam is distributed evenly over the full 
length of the radiator. 

At all times during occupancy — with Nesbitt Syncretizers —some 
outdoor air is admitted to the classroom. This may be a predeter- 
mined minimum quantity if desired. The entire capacity of the unit 
is drawn from outdoors when required to offset body and solar heat. 
The process is automatically selective, recirculating some room air 
as conditions permit. It is the most economical method of proper 
classroom ventilation. 

There are many other features pioneered by Nesbitt of which you 
should know, such as the extreme quietness of operation resulting 
from the multiple fans on an extended shaft, revolving at low speed ; 
the long life resulting from so few moving parts, as in the two- 
bearing roll damper; and so on. We shall be glad to send more 
information, on request. 


Nesbitt Syncretizers are made and sold by 


JOHN J. NESBITT, INC., Philadelphia 36, Pa. 
Y хем ЧИ 


Syncretizers are sold also by American Blower Corporation. 


At the right the Nesbitt Syn- 
cretizer unit ventilator is pic- 
tured with its one-piece front 
and top enclosure panel re- 
moved, showing air-stream stat, 
radiator, motor, fans, damper, 
filter, damper motor. Periodic 
cleaning is accomplished sim- 
ply. The end enclosures are as 
easily removed for access to 
piping and valves. 


The rear view of the Syncre- 
tizer shows the wall-recess sec- 
tion with outdoor air inlet from 
the wall box. The entire back 
of the unit, where it contacts 
the wall, is covered with thick 
felt and its outer edge is rub- 
ber-gasketed. Through the two 
holes the unit is anchored to 
the wall by strong metal brack- 
ets within the end enclosures. 


Another idea pioneered by 
Nesbitt is pictured below. Syn- 
cretizers with special square 
casings, encased convectors 
and open metal storage units, 
all designed for integration 
under the windows of the mod- 
ern classroom, are manufac- 


tured by John J. Nesbitt, Inc. 


For automatic lighting control 


2355 


Avoid the lost time and 

annoyance of fumbling in dark 

rooms. Eliminate the possibility of leaving 

a forgotten light burning in a seldom-used 
vault or closet. Specify Bryant Door Switches 
for dependable and automatic control of lights 
in darkrooms, closets, vaults and storerooms. 
Positive and unfailing in operation, they may 
be installed in wood or metal door frames. 
Complete with box, adjustable plunger and 
striker plate, Bryant Door Switch No. 2355 is 
a “deluxe” device for 6 amp-125 volt, 3 amp- 


dd WANT ELECTRIC COMPANY 


SUPERIOR 
WIRING DEVICES 
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NEW YORK SAN FRANCISCO 


BRIDGEPORT 2, CONNECTICUT 


CHICAGO 


SPECIFY BRYANT 
DOOR SWITCHES 


250 volt service. It is supplied in either "on" or 
“off” position when the door is open. 


A more compact device, Bryant Door Switch 
No. 2968 is furnished complete with all neces- 
sary parts ready for installation for 6 amp- 
125 volt, 3 amp-250 volt service. It is also 
supplied in either “оп” or "off" position when 
the door is open. 


Specify Bryant 
Devices from 
your Electrical 


Wholesaler 


LOS ANGELES 


A SUBSIDIARY OF WESTINGHOUSE ELECTRIC CORPORATION 


erkini PRACTICAL PIPING LAYOUTS 
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CONTINUOUS HOT WATER is a “must” in 
installations such as hotels, hospi- 
tals, apartment houses, and laun- 
dries. In the accompanying layout, 
use of a duplicate tank and by-pass 
provides a 24 hour-a-day supply of 
hot water. A modulating valve 
blends steam-heated water from the 
storage tank with cold water from 
the supply lines, providing the de- 
sired temperature. By-passes around 
all automatic valves make mainte- 
nance and emergency repairs possi- 
ble without a shut-down. A steam 


MEAMALLY CONTROLLED 
STEAM ADMISSION VALVE 


alog. 
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PRESSURE 
RELIEF 
VALVE 


CIRCULATING 
WATER RETURN ^ 


тар TEST 


VALVE d | 
RECOMMENDATIONS 
For details – and valves E 
to suit varying condi- po om 
tions—see Jenkins cat- ; [| 
@ 


Diagram by Huxley Madeheim, Consulting Engineer A К ] 


bleed line is used to drain the con- 
densate from the steam circuit, and 
can also be used to maintain opera- 
tion in event of trap failure. Bronze 
valves are recommended throughout 
because they give the best service 
with most conditions of city water. 
CONSULTATION with accredited piping 
engineers and contractors is recom- 
mended when adapting these sugges- 
tions to your own requirements, or 
when planning any major piping in- 
stallations. 

COPIES OF LAYOUT No. 5 enlarged, with 
additional information, will be sent 


THERMALLY CONTAO.LEO 
умт MODULATING VALVE 


MOT WATER SuePLY 


OT WATER 
p 
COLD WATER SUPPLY 


THERMALLY CONTROLLED 
S-WAY MODULATING VALVE 


pressure f | 
RELIEF vave Ñ 


GATE YALVE 
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ANGLE VALVE 


PRESSURE GAGE 


| 
TMERMOMETER _ 


on request — also future “Piping Lay- 
outs" as they appear. Just fill out 
and mail the coupon. 


SELECT THE VALVES you need from the 
Jenkins Catalog, which lists over 600 
patterns. You will find just the valve 
you want, and make sure of the low- 
est cost in the long run. 


Jenkins Bros., 80 White Street, New 
York 13; Bridgeport; Atlanta; Boston; 
Philadelphia; Chicago; San Francisco. 
Jenkins Bros., Ltd., Montreal; London, 
England. 


LOOK FOR THIS DIAMOND MARK 


Since бете Gur 1864 


JENKINS BROS., 80 White St., New York 13, N. Y. 
Please send me a reprint of Piping Layout No. 5, and 


JENKINS VALVES 


For every industrial, engineering, marine and power 


future Layouts as they become available. 


Ў М Name 
plant service . . . in Bronze, Iron, Cast Steel and | 
Corrosion-Resisting Alloys ... 125 to 600 lbs. pressure. Company........... nettement 
Address 


Sold Through Reliable Industrial Distributors Everywhere 


rer s». 
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Behind the richly decorated doors is concealed the efficient No. 60 
Murphy Cabranette Kitchen. Opened, they reveal full kitchen 


facilities in a 60-inch recess a little over two feet in depth. 


Full Kitchen Couventeuce 


IN A SPACE FIVE BY TWO! 


DWYER PRODUCTS CORPORATION 


For space saving that cuts construction costs, for 
the glamour that lures tenants, for the convenience 
that holds tenants ... choose Murphy Cabranette 
Kitchens! 


The installation shown above is a Murphy Cab- 
ranette Kitchen No. 60. This assembly, only five 
feet wide, includes an efficient range (electric or 
four-burner gas) with oven and broiler of standard 
size, electric refrigerator with sealed-in unit, por- 
celain cast iron sink, under-sink storage cabinet, 
12 cu.ft. wall cabinet and convenient cutlery drawer. 
There are other complete assemblies from 48" wide 
to any desired width. 


Best of all ... all exposed surfaces are porcelain 


. . » permanent beauty that laughs at dirt, returns 
with the use of soap and water and never requires 
redecoration. 


Murphy Cabranette Kitchens are designed, en- 
gineered, manufactured and guaranteed by one 
organization which devotes its full peace-time 
operation to the manufacture of apartment kitchens. 
Over forty thousand of these remarkable kitchens 
were installed pre-war. We believe every one of 
them to be in use today and that owners and users 
will bear witness to their beauty and efficiency. 


Architects, who will be responsible for America's 
design for post-war living, should be on our list to 
receive detailed literature when it is issued. 


Space Saving MURPHY CABRANETTE KITCHENS of Poxcelacu 


Dept. R-146 MICHIGAN CITY, INDIANA 


Rolling Steel 


"V Utility plus Шү Appearance 


In addition to the durability and mechanical fineness 
of Mahon Rolling Steel Doors, the security afforded 
and their fine appearance, in any type of 
Commercial or Industrial building, is a point to be 
considered when selecting doors for any type or 
size of opening. Mahon produces Standard Rolling 
Steel Doors, Grilles, and Automatic Closing Fire 
: | Shutters of advanced design to meet every con- 
| ceivable requirement. For information or advice on 
unusual opening, installation or operation problems, 
call in a Mahon engineer. 


Address Correspondence to ROLLING STEEL DOOR DIVISION 


THE R. C. MAHON COMPANY 


Home Office and Plant, Detroit 11, Michigan 
Western Sales Division, Chicago 4, Illinois 
ыб € - 


Mahon Rolling Steel Doors installed. in 
U. S. Appraiser's Store, Chicago, lll. 


Burnham Bros., Inc. and Nimmons, Cart 
ond Wright, Architects, Chicago. 
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HE coming construction boom will bring with 

it a boom in the use of wire and cable insulation 
made from GEON polyvinyl materials. That's be- 
cause GEON is being used as insulating material 
for all types of domestic wiring with the exception 
of cord for certain types of heating units such as 
toasters, roasters, irons or home heaters. And 
there’s reason to believe that these applications may 


soon be on the list. 


The versatility of insulation made from GEON is 
graphically demonstrated by its use 
for underground power cable on the 
one hand and as "spaghetti" for fine 


radio wire on the other. 


B. F. Goodrich Chemical Company 
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The use of wire insulation made from GEON will 
bring with it many advantages in addition to 
GEON’s excellent electrical properties. Ease of in- 
stallation, for example, is one; and resistance to 
water, chemicals, air, aging, ozone, abrasion, heat, 
cold and many other normally destructive factors. 
Insulation made from GEON may be colored in the 
entire NEMA range. 


Specify insulation made from GEON when you 


t 
‘order from your manufacturer or wholesaler. Or, 


for information regarding special 
applications, write Department A-1, 
B. F. Goodrich Chemical Company, 
Rose Building, Cleveland 15, Ohio. 


A DIVISION Of 
THE B F GOODRICH COMPANY 


Hz is a postwar product with an irrestible 
prewar-tested appeal. The @ Electric Quik- 
heter gives an instant flood of warmth that takes the 
chill off the morning shower . . . makes shaving an 
undershirt job on freezing mornings .. . saves on fuel 
between the seasons when the regular heating sys- 
tem is ОЁ... and supplies that extra heat babies must 
have for bathing. 


Architects find its graceful lines complementary to 
every room: kitchen, bath, bedroom — even the liv- 
ing room. It has delightful eye appeal, a cheery glow, 
takes no floor space and is welcome wherever auxiliary 


heat is needed. 


3650 Windsor Place 


Electrical contractors admire its sturdy construc- 
tion and easy installation. It has a genuine Nichrome 
element that never needs replacing and no fan or other 
moving parts to ever wear out. Thousands of delighted 
owners are spreading the good news that here, indeed, 
is an auxiliary electric heater that adds immeasurably 
to truly comfortable living. 


We know that you, too, will find profit and pleasure 
through recommending the @ Quikheter. Your cus- 
tomers will feel you have done them a favor — and 
you have! Orders are being taken now, so write today 
for our new descriptive folder and catalog. 


QUIKHETER 


made only by FRANK ADAM ELECTRIC CO. 


St. Louis 13, Missouri 
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SELECT PRODUCTS DESIGNED TOGETHER, 
MADE TOGETHER FOR SERVICE TOGETHER 


Trane, manufacturing engineers of heating and air conditioning equipment, produces the most nearly com- 
plete line of equipment available from a single source. When you specify, install and use Trane equipment, 
you save the effort of using many suppliers. You also get the added advantage of products designed together 
and made together for service together. There are Trane products for all types of steam and hot water heat- 
ing systems—for ventilation—for cooling with water or refrigeration—for complete year around air con- 
ditioning. To name a few there are— 


TRANE CONVECTOR-RADIATORS 


TRANE LIFETIME RADIATOR VALVES . 'The modern successor to cast iron radiators. Can be used 
The only valves guaranteed for life against stem leakage. with equal effectiveness oa steam or hot water systems. 


TRANE UNIT HEATERS TRANE AIR CONDITIONING UNITS 


Three distinct types that form the most complete and Better known as Climate Changers for complete air con- 
largest selling linein the industry. Led by the Projection ditioning or any of its phases. Use it with steam, water, 
Heater, developed originally by Trane. direct expansion refrigerants. 
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ONE STOP SOURCE OF HEATING 
AIR CONDITIONING EQUIPMENT 


TRANE HEATING COILS 


Featuring the dual fin contact that makes fins and tubes 
one integral part. For steam and hot water both. 


TRANE COOLING COILS 


They offer a type for chilled water, well water, direct 
expansion refrigerants and a size for thousands of ap- 
plications. 


TRANE FANS 

Centrifugal with either forward 
curved and backwardly inclined 
wheels and propeller fans of all sizes 
for all air conditioning purposes. 


op 
<. 


TRANE TURBO-VACUUM COMPRESSORS 


An outstanding water chilling machine operating on the 
centrifugal principle. 


And there are dozens of other products including 
traps, valves, hot water circulators and fittings, re- 
ciprocating compressors, roof ventilators, unit venti- 
lators, pumps, product coolers, condensers, chillers. 


All of them designed by one engineering staff, all 
built together in Trane factories, all for use together 
in the heating, ventilating and air conditioning sys- 
tem designed by the architect and engineer and in- 
stalled by the independent contractor. And all de- 
scribed in Trane Products Bulletin PB 290. If you 
have not received your copy write for one now on your 
letterhead. 


A complete and undivided responsibility line that 
offers you all the necessary parts for whatever system 


you need. 
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STUDENTS MIGHT AS WELL 


try to study in the street 


c.» as in a school 
without noise control | 


MAZING as this may seem, acoustical authorities 
know how true it is when they measure the 
loudness of noises originating in many parts of a 
school . . . disturbing noises that reverberate into 
classrooms and study halls, interfering with concen- 
tration. 


That's why schools need noise control in the “noise 
centers" . . . in the corridors, gymnasiums, assembly 
halls, cafeterias, vocational rooms . . . yes, even in the 
classrooms themselves. 


Such control is available economically through 
Johns-Manville Acoustical Materials. They’re de- 
signed to absorb noise at its source, before it can start 
bouncing on its way to distract not only students but 
teachers, too. 


J-M Acoustical Panels recommended for schools 


are fireproof, attractive in appearance, economical to 
install. They are easily kept spotless . . . can be 
painted and repainted if desired, without loss of 
acoustical efficiency. 


Write for our brochure “Sound Control." Address: 


. dJohns-Manville, 22 E. 40th St., New York 16, N. Y. 


PUT A CEILING ON NOISE 


BOHNS-MAFVILLE 


JM Johns-Manville Ponas in Sound Control 


Beopucrs 
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This modern STEAM-PAK GENERATOR unit, 
installed in a dairy, cut average daily fuel costs 
from $8.73 to $6.41. Here it is, shown side by 
side with the former stoker-fired equipment. We 
are making compact, efficient, easily-maintained 
STEAM-PAK GENERATORS now—the modern 


answer to every steam-generating problem. 


INDUSTRIAL DIVISION 


YORK-SHIPLEY mweorporaren | 


YORK * PENNSYLVANIA 
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Detail of lighting fixture, 
showing molded reflector 
ceiling, and use of same 
basic trough unit for 
indirect light and, with 
louvers, for direct light. 


No investigation has been made by General Electric Company regarding the patent 
situation on the design or construction suggestions shown in this advertisement. 
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LOM laz 


to Streamline Office Space 


. . . GENERAL ELECTRIC 
presents a unique idea on 


modernizing offices by 
J. Gordon Carr, New York. 


Here's a new way to bave a 
better-looking office for better work... 


"In many offices, especially in converted loft buildings, 
ceilings are cluttered with pipes, ducts and beams. As a 
result, workers often have inadequate light. Here's a re- 
modeling idea that solves both problems. 


"This direct-indirect lighting unit with built-in ceiling 
will help simplify those ceilings, improve the appearance 
of the office, provide better light for better work. 


"Unusual concept of this lighting is that it is assembled 
from one basic unit. In its simplest form, it is a trough; 
louvered, it provides downlight; turned upside down, it 
supplies indirect light for the reflector ceiling." 


For other new lighting ideas by Mr. Carr, write for tbe new booklet, "Remodeling With 
Light.” Address General Electric Co., Dept. AR-1-46, Nela Park, Cleveland 12, Ohio. 


THE CONSTANT AIM OF G-E LAMP RESEARCH 
IS TO MAKE G-E LAMPS 


ty Боб, Longer 


General Electric makes lamps for every 
lighting purpose. If you'd like technical help 
in putting them to work for your clients, 
call your G-E lamp wholesaler, your local 
electric service company or the nearest G-E 
lamp sales office. 


G-E LAMPS 


GENERAL @ ELECTRIC 
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PERSONALIZED 
HEATING CONTROL 


brings 


MODUFLOU 


TO APARTMENT 
BUILDINGS 


The benefits of Moduflow, already acclaimed by home 
owners everywhere, are now available for apartment build- 
ings with Minneapolis-Honeywell Personalized Heating 
Control. 


Entirely New Advantages... 


In a building equipped with Personalized Heating Con- 
trol, every tenant is able to select just the temperature 
desired. Each family is independent of the heat preferences 
of other occupants. Overheating, with resultant waste of 
fuel, is eliminated. These are truly remarkable features — 
entirely unknown just a few years ago. Yet sales records 
demonstrate that when you specify Personalized Heating 
Control, property owners and managers recognize quickly 
the advantages of easier rentability and heating economy, 


For All Buildings... 


Honeywell P. H. C. Systems are suited for apartment 
buildings of any size. During construction, this new devel- 
opment can be installed at a small fraction of the over-all 
cost. For existing buildings, installation is handled without 
remodeling or even redecorating. Moreover, Personalized 
Heating Control is adaptable for air, water and steam heat- 
ing plants. Mail the coupon today for full information 
and engineering data. 


MODUFLOW is Honeywell's newest heating control system 
for homes. It means heat modulated to just the right comfort 
temperature, with a uniform and continuous flow. Moduflow 
will eliminate “up-and-down” temperatures caused by ordi- 
nary intermittent heat supply. 


Honeywell 


HEATING 
CONTROL 
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А few years ago Mechanical Refrigeration 
in apartments was unheard of. Now it is 


essential. M-H Personalized Contro! is 
just as essential in the post-war apartment 
building. The time to give full consider- 
ation to Personalized Apartment Heating is 
when the building is in the planning stage. 


MINNEAPOLIS-HONEYWELL REGULATOR COMPANY 
2600 Fourth Avenue South, Minneapolis 8, Minn. 


Please send information about M-H Personalized 
Heating Control for apartment buildings. 


Name. 


Address 


Git — State. — 


Manager [] Architect 


Engineer 


Housing in the Headlines 


* The plight of the returning service men who can't find homes to 
buy, much less rent, has aroused the public, the press, and the politicians. Panaceas, 
palliatives and pronouncements, plus six-to-sixteen-point programs are offered daily. 
Emergency measures must be, and are being, taken—most of them makeshift and 
inadequate, but the best possible in the crisis. Key building materials and equip- 
ment just are not available. The task of increasing the production of building 
materials by increasing wages on one hand, and controlling price rises with the 
other, is far from easy. The profit motive can be made to produce both materials and 
houses, but at what price? Must we choose between houses and inflation? Will 
houses really be built in quantity under priorities and price controls? The debate 
goes on. 


Ф Amid the confusion of words, ideas and arguments, the finger of 
scorn is pointed at the “building industry,” that inept, backward, horse-and-buggy, 
hidebound, medieval, handicraft industry—that anachronism among the shining 
examples of industrial efficiency. Can this be the same industry that produced Oak 
Ridge in record time, that built the camps, the war factories, the naval and air bases, 
whole new complete towns for war workers? 


*  Isit possible that the critics of this obsolete industry are ready now 
to get into it themselves and show the waiting world that they are able to bring 
about the great reformation that is necessary before houses, say, can be produced 
and erected in sufficient quantities to meet current needs, at low unit costs and at 
attractive profit to themselves? Does their superficial review of the complications 
and ramifications, conflicting interests, vested interests—real estate, political, labor, 
manufacturing, financing, legal interests—intrigue them into becoming the integrat- 
ing-entrepreneurs who will bring about the changes which they have discovered to 
be necessary, and which the building industry has itself known for so many years?. 


Their confidence, enthusiasm, clear-thinking analytical minds, their 
ingenious and ingenuous ideas, plus their influence-where-influence-counts, to say 
nothing of their abundant venture-capital, would be welcomed by those now within 
the industry who have been working toward the same ends. For there are those 
within the industry who are cognizant of the need for change, who know the direc- 
tion of progress, and who understand from bitter experience the difficulties, obstacles, 
and limitations that are encountered on every side every day. 


+ Perhaps the critics-turned-constructors will find new means to elimi- 
nate ignorance, fear, inertia, greed, short-sightedness, entrenched interests. Then 
will the industry make rapid progress, building codes will permit any material, 
equipment or structural system to be used so long as its performance is up to a 
scientific standard. Then will labor increase its productivity and efficiency, train 
thousands of young workers, eliminate its restrictive practices and jurisdictional 
disputes, being assured of adequate yearly income and steady rather than seasonal 
work. Then will land costs be related to land use, and financing will protect inter- 
ests of both mortgagee and mortgagor. Then will come the technical revolution; 
then will every new invention find a ready sponsor, have a fair trial and meet with 
no unfair competition. Eventually will come the integrated shelter-service industry 
so rationally envisioned by Buckminster Fuller. 


Ф Or is it the function of the critics to remain on the sidelines writing 
the headlines to inform and arouse the public? This should help the building in- 
dustry to make more rapid progress in the direction in which it is already going. 
The sideline quarterbacks may accomplish most with fewer boos, more lusty cheers, 
or perhaps by joining the motley team on the field to show just how the game can 


and should be played. Ke | 


EDITOR 
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PARADOXES IN THE 


COST PICTURE 


Contractors" bids now necessarily are uncertain quan- 
tities, seem to bear no relation to theoretical indices. 
Reading between the lines—the future probably will see 


the two moving toward a meeting on middle ground 


]r vou can't sensibly study building costs in the Gypsy Tea Room, the 
fact remains that you can't get very far without doing some mind read- 
ing. The most profound study of charts and indices, though informative, 
still leaves you at the academic level; it won't explain contractors’ bids. 

“The past few months,” says E. H. Boeckh, building costs expert, “have 
seen a growing practice among established contractors of marking up the 
cost of the end product. In some cases it is a contingency mark-up to cover 
the uncertainty of labor and materials supply, while in others it is a 
courteous way of refusing the work. . . . In many cases with the submis- 
sion of the bid the contractor makes the counter proposal of a cost-plus 
contract." In short, to make a lump-sum bid the contractor must do some 
crystal gazing, but, being practical, he protects himself against contingencies. 

The architect and the client then find themselves faced with the crystal- 
gazing assignment. Shall they wait for supply conditions to remove some 
of the uncertainties, with the risk that prices will stabilize at still higher 
levels? Or shall they start redoing the plans, paring down the project? 
'This last question is now giving architects some headaches peculiarly their 
own. How much expensive redrawing must they do, possibly for projects 
that will never be built? True, they receive something for preliminary 
plans, but they will never earn a living drawing merely dream projects. 

Presumably at some point in the not-distant future—possibly spring— 
contractors will be able to make more accurate estimates of their costs. A 
growing supply of materials will resolve some of the uncertainties. And by 
then labor is expected to be in better supply, and more should be known 
about wage levels. It might be said, then, that to the extent that bids con- 
tain margins for protection against virtually black-market conditions, they 
should come down. But other factors may work in the other direction. 

Mr. Kellogg traces basic factors of material supply and material prices 
in interesting detail in the following article. In projecting his facts ahead 
he makes two important assumptions: "(1) that price controls generally 
will remain effective until a relatively normal supply position is attained; 
(2) that there will be no significant increase in the general price level." 
He goes on to point out that certain major material items—e.g. lumber— 
may be expected to stabilize at slightly lower levels; others may show some 
rise, with the balance in favor of an over-all increase. 

'The wage situation cannot be so neatly handled. And, as this is written, 
the wage battle is not yet resolved, but the general assumption is that wage 
costs will rise. 

The conclusion might be put forth that true costs are expected to sta- 
bilize at a somewhat higher level, but that actual bids are expected to be 
more in line with actual costs of labor and materials. 

Costs are up; there's no getting away from it. But, as Mr. Kellogg's 
charts show, "prices of building materials in general are not out of line 
with prices of other goods." And when some stabilization is achieved, total 
building costs should prove to be in line with other factors in living costs. 
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In 1939 houses like the little one above 
were built to sell for $4,500; now the 
minimum would be $7,000. The increase 
from 1939 prices is 55 per cent; while 
the chart shows a rise in the same period 
of only 32 per cent. Many individual 
instances would show greater discrepancies 


MESSAGES 


IN MATERIALS PRICE TRENDS 


A charting of postwar price trends—after both world wars 


— provides a guide to future cost possibilities, and pitfalls 


By Lester S. Kellogg 


Acting Chief, Prices and Cost of Living Branch, Bureau of Labor Statistics, U. S. Department of Labor 


Costs of home construction are divided almost equally be- 
tween expenditures for on-the-site labor and services for 
materials. The prices of materials only, and especially 
wholesale prices, will be treated here. Prices at the dealer- 
to-contractor level (or retail prices), collected by the 
Bureau in 53 cities, show price movements similar to those 
at wholesale, although there are some local differences— 
e.g., retail brick prices in some cities advanced more than 
prices at the brick yards, as dealers were forced to turn to 
ore distant suppliers and pay higher transport charges. 
Price charges by manufacturers and producers—what we 
often call "wholesale prices"—may therefore be used ef- 
fectively to show the picture of price movements in the 


field as a whole. 
World War I and Aftermath a Guide for Today 


Of special significance, as a guide to us today, when we 
are looking anxiously toward the future, is the record of 
price advances after the November, 1918 Armistice. Prices 
of building materials increased about 49 index points or 
92 per cent in the 414 years between July, 1914 and No- 
vember, 1918, as can be seen in the chart on the following 
page. The voluntary—only partially effective—price con- 
trols which had been in effect during the last year and a 
half of the war were dropped almost immediately after the 
Armistice, and all restrictions on private activity were re- 
moved within a period of days. The rise in building mate- 
rials prices after the Armistice was both greater and more 
rapid than during the war, and by the spring of 1920 
were nearly 220 per cent above July, 1914 levels. Many 
builders throughout the country today, without thinking 
of all the serious implications of such a price rise, are re- 
ported as hopefully saying: "We're in for another boom 
like we had in the early 1920's.” This reflects a dangerous 
inflation psychology. 

As a warning, it should also be observed that the decline 
in prices from the speculative post-Armistice peak in early 
1920 was just as rapid as the rise. Accompanying that 
price decline there was a collapse of commodity markets, a 
fall in the average price of lumber of 59 per cent from 
March, 1920 to August, 1921 (yellow pine flooring from 


1. Throughout the war period the Bureau of Labor Statistics has main- 
tained its price series for 40 important building materials from dealers 
in 50 cities in the United States—three more cities have recently been 
added. These series of data are continuously available for answering 
inquiries with respect to these prices. 


$160 to $91), a tremendous rise in business failures, and a 
general erasure of the gains which had been made earlier. 
The deflationary readjustment lasted only a short time, but 
it was expensive for those who got caught. 

Residential rents during World War I, as in World War 
II, were relatively stable for unfurnished properties, rising 
only 5 per cent during the 4% year period. With the end 
of the war and the elimination of controls and increased 
demand for housing, however, residential rents began to 
advance rapidly and continued upward for nearly 6 years, 
reaching a peak in 1924, 75 per cent above prewar levels, 
and staying close to that peak through the rest of the 
Twenties. This postwar rise in residential rents repre- 
sented, in part, merely an adjustment of rental rates to 
prices of commodities in general. The postwar price level 
was stabilized well above the prewar level, and an increase 
in rents was necessary to bring housing costs back into 
their prewar relationship with prices of commodities gen- 
erally. 

The rapid rise in materials prices following the Armis- 
tice, it is believed, had a retarding effect on private build- 
ing. The tremendous growing demand for housing could 
not be satisfied by buildings already in existence, plus the 
small amount of new building, and rents continue to rise. 

When prices of building materials were readjusted 
downward in the depression of 1921, building increased 
rapidly and continued upward through the period of 
speculative overbuilding which reached a peak in 1927. 
After 1927 building construction and rents moved 
gradually downward, with the decline accelerated by the 
depression following 1929. 


Price Changes in World War II 


Compared with price movements during World War I, 
advances in building materials prices during and since 
World War II so far have been moderate. Over the six 
years since August, 1939, wholesale prices of building mate- 
rials as a group have advanced about 32 per cent, and the 
major part of this increase was in the price of lumber, 
which rose very rapidly during the early part of the war 
period — up to 1942. Other building materials showed 
much smaller price increases, but almost all of them now 
cost substantially more than they did in 1939. Except for 
lumber, prices of building materials have increased much 


less during World War II than during World War I. 
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WHOLESALE PRICES OF 


BUILDING MATERIALS 


in World War I and World War II 
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Brick and tile, which rose 90 per cent in price between 
July, 1914 and November, 1918, advanced 20 per cent be- 
tween August, 1939 and August, 1945; cement rose 80 per 
cent between 1914 and 1920 and 9 per cent in this war; 
paint and paint materials, 160 per cent and 31 per cent; 
structural steel, 161 per cent in World War I, no-change in 
price during World War II. 

The relative stability of prices of building materials dur- 
ing the war years just past may be attributed directly to 
the excellent cooperation between business and government 
in "holding the line." 

Residential rents during the war just ended have also 
remained relatively stable, rising only 4 per cent in the 
past six years, for the same kind of housing in our large 
cities. In spite of the pressure against rent ceilings in the 
last year because of the tremendous demand for adequate 
housing, the higher costs of maintenance and repairs, and 
because other groups in the community have enjoyed 
relatively greater increases in income than landlords, rents 
have continued to be held. There have been some hidden 
advances in the cost of shelter resulting from deferred 
maintenance, reductions in services given by landlords, 
reconversions of old buildings, and successive bidding up 
of real estate sales prices. But in spite of these, the rent 
picture during the war has generally been one of stability. 


Prospects for Building Materials Prices in 1946 


There have been reports that postwar construction for 
rental purposes cannot profitably be carried on at present 
building costs and present rental rates. It seems probable 
that rents for new housing, particularly in the middle and 
upper income classes, will be higher in the next several 
years. 

"What is going to happen to building materials prices 
over the next few months or the next year?" is a question 
of major current interest. No forecast can be made with 
assurance; important elements in our present position may 
be pointed out, however, and сл: attempt may be made 
to assess their relative significan. ғ. 

Two basic assumptions are important in what follows: 
(1) that price controls generally wili remain effective until 
a relatively normal supply position is attained; (2) that 
there will be no significant increase in the general price 
level. These are reasonable assumptions under current 
conditions. On this basis, we may adopt the old stand-by 
of the economist and divide the elements in the present 
situation into those affecting the demand for materials 
and those affecting the supply of materials. 

There is a tremendous unsatisfied Jemand for homes. 
There is a large amount of doubling-up—two or more 
families in one dwelling-—which will be “undoubled” if 
housing at reasonable cost is available. The rapid release 
of our men from the military forces is adding to the de- 
mand. Overdue repairs, the maintenance of homes already 
standing, and a large volume of substandard housing pro- 


‘vide a very large backlog of demand for materials. In 


addition, thousands of families are hoping to own their 
own homes. 

Resources are available to make this demand effective. 
Liquid savings of individuals amount to more than 150 
billion dollars, a good part of which could be used to 
satisfy these demands if housing can be made available on 
reasonable terms and if confidence in our economic future 
is maintained. Much depends upon the early availability 
of building materials and the stability of their prices. 


On the supply side, we will consider important groups 
of materials individually. 

Lumber, at the moment, is the major question mark in 
the field. Prices are 72 per cent above prewar levels, while 


stocks in the hands of dealers are at an all-time low. There , 


are 10 per cent fewer lumber dealers now than in 1939, 
and production is at a rate higher than prewar, but 20 per 
cent below peak capacity. The principal bottlenecks in 
increasing lumber production should be solved with the 
return of more workers to the woods and to sawmills and 
with increased supplies of equipment, notably trucks and 
tires. Profits, generally, are high in comparison with pre- 
war levels. On the supply side, therefore, there should be 
little reason for further increases in prices of lumber, if 
controls can be held until production for civilian use is 
stepped up. 

Brick and tile prices, as indicated on the chart on the 


: has occurred over the six-year period is not expected to put 


important pressure on prices of finished paints, because of 
the rapidity with which supplies of these materials are 
returning to normal and the large number of substitute 
products which have been developed during the war. The 
effect of these competitive products already is observable 
in prices for some materials. 

For other building materials—insulation board, roofing, 
lime, plaster, etc.—no major problems are anticipated. 
Prices rose less than 10 per cent on the average for these 
commodities during the war. Profits currently are narrow, 
but with resumption of full-scale civilian production they 
should present no serious difficulty. 

Heating equipment and plumbing fixtures are about 15 
per cent higher in price than in 1939. Some of the equip- 
ment on the market is of inferior quality and will have to 
be junked. Some metals still are scarce and the labor sup- 
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following page, аге some 24 per cent above prewar levels, 
with production far below capacity. An estimated 50 per 
cent of the plants operating in 1939 have closed. Labor is 
very short, with an estimated 10,000 workers needed 
for capacity production. Profits are narrow and price in- 
creases may occur before demand for brick and tile is 
satisfied. 

Cement prices are less than 10 per cent above prewar 
levels and production capacity is adequate. In general, 
profits in the industry are satisfactory and there are no 
major problems in returning to full production. The in- 
dustry now is operating at about 40 per cent of capacity 
and can increase output to meet expected demand with 
little difficulty. 

Prices of prepared paints have remained very stable over 
the war period, advancing only 7 per cent since 1939. The 
substantial rise in average prices of paint materials which 
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ply is not yet adequate. There is not, however, reason for 
expecting a substantial rise for this group of products un- 
less prices generally move higher or labor costs rise. 

Since V-J Day we have seen the very rapid elimination 
of war restrictions, and in the field of construction have 
seen the lifting of Limitation Order L-41. There has been 
considerable controversy over the speed with which this 
order was lifted and over the possible immediate effects of 
the relaxation of controls on civilian building. 

The Bureau of Labor Statistics recently has had a num- 
ber of its representatives throughout the United States 
visiting building materials dealers and residential building 
contractors in order to gauge the present situation. These 
representatives were especially watchful with respect to the 
four building materials which are currently in tightest sup- 
ply—lumber, bricks, insulation board and lath, and soil 
pipe. There is some indication that the supply in relation 
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to the demand has tightened up considerably within the 
last month. 

The principal effect of the supply situation and ceiling 
prices on lumber has been to alter greatly the methods of 
distribution. In the southeastern part of the country— 
where there are numerous small mills cutting Southern 
Pine lumber—a greater portion of the lumber is now mov- 
ing directly from the mill to the contractors, while retail 
lumber yards throughout the nation are suffering consid- 
erably from lack of supplies. 

Supply presents some very serious bottlenecks in con- 
struction. Hardwood flooring is almost impossible to ob- 
tain in any part of the country. Soil pipe is generally un- 
obtainable except in those areas where the greater part of 
it is produced. Radiation is unobtainable in a great num- 
ber of areas, as are bathtubs. Many of these scarce mate- 
rials have been raised in price, with OPA authorization, 
but at the time of our survey these price increases had still 
not brought stocks to the dealers’ hands. There is some 
belief in some quarters that many of these materials are 
being produced in much greater quantities than are reach- 
ing the distribution channels. According to these sources, 
substantial inventories are being built up in anticipation of 
price relief later and tax relief through the elimination of 
the excess profits tax, which will take a smaller percentage 
of profits after the first of the year. 

There is a feeling throughout the country that it will be 
from six months to a year before anything like normal 
building can be resumed, principally due to the shortage 
of lumber in the grades and quantities necessary for sub- 
stantial building and the lack of common labor to produce 
such items as soil pipe and brick. We found many people 
doubtful that labor would be available in sufficient num- 
bers in the near future. Many people believe that several 
million soldiers will take long vacations before attempting 
to secure jobs. At the present time a major strike is in 
process on the West Coast which is curtailing the produc- 
tion of Douglas fir, important in the residential building 
field. Recovery of the construction industry is expected 
to be quicker in the Southeast, which is the source of ap- 
proximately half of the cut of soft wood lumber and of ap- 
proximately two-thirds of soil pipe production. These are 
materials on which the freight costs are an important con- 
sideration, a factor which may be advantageous to builders 
desiring materials near the point of production. 


Some Conclusions 


Taking all of these factors together, what conclusions 
may be drawn? There seems to me to be grave danger of 
repeating the disastrous experience of the early 1920’s, un- 
less cooperation in getting substantial production while 
holding the price line is continued. At the present time 
we have all the danger elements of the last postwar period, 
in magnified form—tremendous pent-up demand for hous- 
ing, and thus for materials; liquid savings (cash and 
bonds) to implement the demand; and at least a temporary 
shortage of materials. Moreover, the general psychology of 
the people is now tending to be inflationary. 

On the other side, however, there are important factors 
which may be of help. Fortunately, we are at that point 
in the calendar at which building in the northern and most 
populous part of the country usually declines. Demands 
for building materials during the winter thus will be at 
low ebb by comparison with housing needs, which will 


continue to be severe. It is to be expected, therefore, that 
by early spring, when demands for building materials will 
again pick up, some of the physical problems of reconver- 
sion in the manufacture of building materials will have 
been solved, and great strides will have been made toward 
the building up of inventories to meet spring demands. 
As an offset, of course, repairs and remodeling which are 
less affected by weather may absorb a substantial part of 
the building materials produced in the coming months. 
Prices of building materials in general today are not out 
of line with prices of other goods, as shown in the chart 
reproduced below. Over the last thirty years prices 
of building materials have moved closely with non-agri- 
cultural goods in general, and there has been no serious 
divergence in movement during World War II. This 
generalization does not apply equally to all materials. Re- 
adjustment of building materials prices in general to prices 


WHOLESALE PRICES 


probably will not be accomplished immediately. 

For the next six months or a year, assuming continued 
price controls over materials and no substantial rise in the 
general level of prices, it is our expectation that prices of 
building materials, as a group, will rise slightly. This may 
occur through stable or declining prices for some materials 
(e.g, lumber) offset by.advancing prices for other mate- 
rials where an incentive to further production may be 
needed to obtain adequate output (e.g., brick). 

Of all fields, purchases of real estate and other equities, 
especially securities, offer the greatest possibilities of a 
runaway inflation. Pressures in both of these areas are 
currently very great. Demand for housing will not and 
cannot be satisfied for several years, whereas in most fields 
the slack between supply and demand can be taken up in 
a relatively short time if production gets under way in 
substantial volume. 
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in other fields, therefore, is not a problem, although prices 
for particular materials will likely face realignment. This 
problem is important for lumber, which has risen about 
three-fourths in price since 1939—much more than prices 
of most other building materials. Since lumber represents 
an important part of the cost of materials for the average 
house, such a price discrepancy may have important effects 
on the construction industry. À tendency to the use of 
masonry products for exterior walls and insulation board 
and similar materials for interior walls may be expected 
if this discrepancy continues. It seems reasonable to as. 
sume, however, that relationships will move back toward 
normal through reduction of lumber prices and increases 
in prices of other materials, although the readjustment 


1930 1935 1940 1945 


Speculation and the tight rental market of recent years 
already have pushed sales prices of older houses well above 
long-term values in many areas. A continuation of this 
tendency or its extension to other areas, continuing specu- 
lative pressures in security markets or a further develop- 
ment of inflationary tendencies in commodity purchasing, 
could defeat our present hopes of reaching a fair equili- 
brium in the housing field, and might eventually mean a 
loss of virtually all their savings by millions of families 
whose equities would be lost in such a tragic collapse as 
always follows in the wake of a speculative building boom. 
Surely memories of the early 30's will stimulate the neces- 
sary adjustment of our policies to avoid a repetition of 
that calamity. 
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Gene Hainlin Studios photos 


THREE CALIFORNIA HOUSES 


PROVIDE OU1DOOR AND INDOOR 


LIVING QUARTERS 


Residence of Mr. and Mrs. W. W. Lawrence, Richmond, California 


Tue outdoors is as important as the indoors in California 
where hillside and waterside sites and well publicized 
weather abound. Outdoor living areas are planned and 
placed carefully as important elements of the house, not 
as an afterthought, and are a far cry from the kind of out- 
door life offered by yesterday’s front porch of rocking 
chair memory. They have had as much to do with break- 
ing up the old time rectangular rigidity of the house as 
any other single factor. Three California houses on these 
pages show the attention given specific outdoor areas 
around the house. They are planned to provide facilities 
for eating as well as lounging, for games, for entertain- 
ments; they are placed for specific conditions of sun and 
shade, wind and weather, view, and season of the year. 

The owners of the house on this page bought the lot 
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Anderson and Simonds, Architects 


because its location on San Francisco bay offered fine 
boating and swimming seven months of the year and 
cooler weather in summer, warmer weather in winter. 
The architects were asked to provide a house which would 
give the owners utmost enjoyment from the bay and beach 
and afford comfortable and adequate space indoors; only 
one regular bedroom was required but outdoor sleeping 
space and arrangements for bunking a week-end overflow 
were needed. The solution placed the house parallel to the 
beach rather than to the lot lines and glazed the entire bay 
side so that living-dining space (and kitchen) get maxi- 
mum view. The beach terrace on the bay side includes a 
barbecue fireplace and is sheltered by the cliff behind the 
house. The wide brick entrance court on the land side of 
the house, protected by the garage, is recreational space. 
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GEARED TO SUN, 
AIR, AND VIEW Residence of Mr. and Mrs. Ted Bonnet, Hollywood, California 


Richard J. Neutra, Architect 


There are outdoor living quarters on three sides of this 
redwood and cement house to suit the time of day and 
various needs of the occupants. An open deck across the 
west side of the house is built high enough to catch 
fully the northwest mountain view and include a garage 
below the deck, a secluded terrace off the master bed- 
room looks towards plains and sea to the south, and a 
rear patio behind the living room is a protected area 
shielded by the house and the steep, tree lined slope 
above it. 

The hillside site placed the living quarters on three 
levels; garage and future service space are at ground 
level at the front, living room and kitchen are overhead, 
bedrooms and bath are on still another level, more 
secluded and quiet because they are five steps removed 
from the living room and at the rear of the house. Stretch- 
ing across most of the house width, the living room is 
separated from the open deck only by fixed glass panels 
and a sliding glass door, bringing indoors and out to- 
gether im pleasant combination. General living space 
centers around the fireplace which, with a simple open- 
ing and no mantel, extends as a wide brick wall from 
the floor to the sloping ceiling. The short stair to the 
bedroom level is made an interesting part of this fire- 
place design. Dining facilities are taken care of by a 
built in L shaped sofa and table. 
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Luckhaus Studio photos 


Julius Shulman 
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Philip Fein photos 


OUTDOOR LIVING AREAS ON THREE SIDES 


Residence of Mr. and Mrs. Charles Smith, Releiz Valley, California 


Michael Goodman, Architect 


“A crance at this house plan shows quickly the generous 
provision it makes for the outdoor activity its fine setting 
demands. There is nearly as much living space outdoors 
as indoors. An open, wood-floored deck, carried around 
three sides of the extended one-story wing like a ship's 
torward deck, gives the bedrooms an individual terrace 
looking down the canyon—a good spot for seclusion with 
a book. On the other side of the house, a wide spreading, 
irregular shaped, brick paved patio, is sheltered by a steep 


STEEP HILL 
oe 
uD 


Ly 


hill and the story and a half, shed-roofed living room 
wing; it forms an exceptionally inviting entrance court and 
serves as general space for entertainment, doubling the 
actual size of the indoor living room by means of wide, 
glass connecting doors. It is large enough to include space 
and equipment for basketball practice and also a loggia 
affording the cover necessary on occasion. Indoors, every 
advantage is taken of the splendid views by large, fixed 
glass on four sides of the living room. 
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DESIGNING WITH FLUORESCENT LIGHTING 


11. Architects and industrial de- 
signers in cooperation with lighting 
specialists have new and almost un- 
limited possibilities in tailoring light- 
ing and lighting equipment to fit 
the work-areas in systematic routings 
of work. Notwithstanding the limita- 


tions imposed by the war, some prom- 
ising steps have been made in this 
direction. Fig. 11 illustrates one of 
these which should have both techni- 
cal and esthetic appeal for architects 
and designers. Light can be properly 
supplied to the critical tasks of seeing 
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11. For critical seeing tasks the challenge is to provide plenty of light on the 
work with a minimum on the eyes of the worker—quantity of light is easy 


12. In this installation (same one shown above) the problem is complicated by 
the double assembly line; workers must face light from the opposite fixtures 
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By Dr. Matthew Luckiesh 


both in quantity and in direction or 
distribution. It is easy to obtain 100 
footcandles or more upon the visual 
tasks. When this localized lighting is 
provided by luminous strips above the 
eye-level, care must be exercised in not 
having too much light on the eyes 
of the workers. Footcandles on the 
work rather than on the eyes is the 
goal. There is no inherent objection 
to wearing visors, if necessary, but 
the challenge is to provide adequate 
light on the work with only a frac- 
tion of this amount on the eyes of 
the workers. Careful drawings of 
vertical sections will reveal what must 
be done in this respect. 


12. Another view of the same in- 
stallation is shown in Fig. 12. This 
installation was planned by A. H. 
Girard, chief designer and architect, 
in cooperation with industrial en- 
gineers and production experts of the 
International Detrola Corporation. A 
minimum of 60 footcandles is sup- 
plied on the work. This is a good 
example of planned lighting for 
assembly lines. When two rows of 
workers face each other, the problem 
of obtaining glareless lighting may 
be more difficult than when the rows 
of workers face the same direction. 


13. When extremely critical seeing 
is done for long periods, the best see- 
ing conditions are achieved by adding 
localized lighting to general illumina- 
tion. There are several major reasons 
for this. Extensive researches in see- 
ing have proved conclusively that the 
work area should be as bright as any 
other sizable area in the entire visual 
field of the worker. This can be 
achieved in practice by adding ade- 
quate light to the work by means of 
supplementary illumination. The lat- 
ter can be obtained from spotlights 
at a distance or from supplementary 
fixtures below or well above the eye 
level. 

An excellent example of supple- 
mentary illumination is illustrated in 


Fig. 13. The localized light is fur- 


Part П: Supplemental Lighting—Drafting Rooms—Offices—Lighting Levels 


Director, Lighting Research Laboratory, Nela Park, Cleveland 


nished by fluorescent lamps in opaque 
reflectors below the eye level. These 
sources of low brightness reduce the 
annoyance of specular reflection from 
polished objects. Owing to the length 
of these sources, there are no harsh 
shadows. Where harsh shadows aid 
in seeing, filament lamps are more 
desirable. However, fluorescent lamps 
are generally desirable as sources of 
supplementary illumination. 

In such an installation as illustrated 
in: Fig. 13, it is easy to obtain 100 to 
500 footcandles on the work. The 
general lighting system can readily 
supply 50 footcandles everywhere on 
the horizontal work plane if there 
are enough luminous strips. The sup- 
plementary lighting can readily pro- 
vide several hundred footcandles ef- 
ficiently and effectively. 


14-15. Polished objects, such as 
metallic ones, reflect more or less per- 
fect images of light-sources and lumi- 
nous areas. These images are often 
annoying. They reduce visibility and 
produce eyestrain and discomfort. To 
study lighting from this viewpoint 
one must have a work's eye view of 
the light sources and luminous areas. 
To reduce the annoyance of specular 
reflection one must reduce the bright- 
ness and increase the size of the over- 
head luminous areas. Supplementary 
light properly directed can avoid or 
utilize specular reflection. However, 
supplementary lighting should be 
added to general lighting. Localized 
light should not be used alone with 
the remainder of the room relatively 
dark. 

In Fig. 14 is illustrated a supple- 
mentary fixture which makes it pos- 
sible for the worker to orient the 
object to avoid or to utilize specular 
reflection. In Fig. 15 the worker uses 
supplementary light in order to see 
very fine objects by means of the 
specular highlights. She wisely uses 
a white background for silhouetting 
the fine objects. In general the bright- 
ness of the surroundings should be 
nearly that of the task. When the 
brightness-ratio is too high, eyestrain 
and discomfort are increased. 


13. 
lighting to the general lighting. 


For extremely critical seeing tasks it is good practice to add localized 
Long fluorescent fixtures are usually good 


14-15. 


specular reflections from polished objects. 


With good supplemental lighting the worker can either utilize or avoid 


White background increases visibility 
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Lighting the Drafting Room 16-17. Fig. 16 illustrates a simple 
i solution of the problem of shadows 
in the drafting room. The long strips 
of luminous fixtures are installed at 
an angle of 45 degrees with the walls. 
This practically eliminates annoying 
shadows of drafting tools in any posi- 
tion of the boards or of the draftsmen. 
Of course, the fixtures can be lo- 
cated in the usual manner perpen- 
dicular to the walls and the individual 
drafting tables can be placed diagon- 
ally in relation to the sides of the 
room. However, in large crowded 
rooms there appears to be some ad- 
vantage in the diagonal installation 
of the fixtures. In the case illustrated, 
the illumination on the horizontal 
work plane is 80 footcandles. Meas- 
urements of visibility of blueprints 
and similar visual tasks indicate that 
100 footcandles is a moderate level of 
illumination. Such tasks should be 
illuminated to levels several times 
greater than tasks of reading black 
print on white paper if comparable 
17 is shown the same fluorescent 
lighting fixtures as in Fig. 16 in- 
stalled in the conventional manner. 
The drafting tables are located di- 
agonally. Possibly the over-all appear- 
ance of the room is more satisfactory 
than the preceding one. 


16. Fixtures placed diagonally minimize shadows across drafting boards for the 
Willamette Iron and Steel Shipbuilding Co. Photo courtesy Edwin F. Guth Co. 


17. In this drafting room the fixtures are hung conventionally, but tables are 
placed diagonally, for almost shadowless lighting. (Reed Roller Bit Co., Houston) 
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Trends in Lighting Offices 


18. In offices critical tasks of seeing 
are performed for long periods daily. 
These tasks vary widely in visibility 
from pencil notes, duplicated copies 
by various processes, and well printed 
matter. They may lie flat on the desk 
or they may be vertical in front of 
the typist. Furthermore, as in other 
places in the work-world, the eye- 
sight of the workers varies from 
normal to various degrees of subnor- 
mality. Light is the leveler of eye- 


19. Fig. 19 illustrates a small office 
with builtin lighting areas and the 
proper use of paint and other fin- 
ishes. The combination results in a 
luminous interior in which there are 
no harsh brightness-ratios in the 
normal visual field of the workers. 
Here a great step has been taken 
toward the ideal in comfortable see- 
ing conditions. The resulting environ- 
ment is a vast improvement over 
most work conditions. It is obtained 
by wisely combining lighting, paint- 
ing, furnishing and finishing. 


19. An unusually good combination 
of lighting, painting, furnishings and 
finishing to produce a luminous inter- 
ior. (Courtesy National Gypsum Co.) 


18. Fluorescent lighting in strips recessed in the ceiling gives Otis Elevator 
workers good seeing conditions, without the usual clutter of hung fixtures 


sights and of tasks. The practical so- 
lution is to supply adequate light for 
subnormal vision and for the tasks 
of low visibility. 

At present with fluorescent lighting 
the general level of illumination 
which is being aimed at in offices is 
50 footcandles. It can be shown that 
this is a moderate level still far be- 
low the ideal level for highest visi- 
bility and easiest seeing of the tasks 
found in offices. 

In a large general office fluores- 
cent lamps provide a practical solu- 


tion by means of general lighting. 
For example, Fig. 18 illustrates the 
use of luminous strips flush with the 
ceiling. It is easy to obtain 50 foot- 
candles in this manner with a fair 
degree of comfortable seeing. The 
pleasure of being emancipated from 
the traditional clutter of a hanging 
forest of fixtures can be felt even by 
merely looking at the illustration. 
This is an excellent example of prog- 
ress toward freedom from the past 
and to the endless opportunities for 
the architect of the future. 
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20. Night view of Caterpillar Tractor Co. offices, Peoria. Adequate, even light- 
ing from open troffers, with baffles, aluminum finished, recessed in ceiling 


21. Daylighted view of same office (above). The author points out that the 
troffers do not look much brighter at night than when the lights are out, by day 
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20. Fig. 20 illustrates what can be 
done in the usual crowded office. The 
elimination of hanging fixtures im- 
mediately contributes to an impres- 
sion of less congestion. The open bot- 
tom of the troffers is flush with the 
ceiling. The inside of the troffers and 
the surfaces of the fixed baffles or 
louvers are of aluminum finish. This 
reduces the brightness of the troffer 
as seen at a distance. The over-all 
effect is quite satisfying and the re- 
sult is comfortable lighting. It is a 
relatively simple matter to obtain 50 
footcandles at the work level by this 
method. The illustration conveys 
something of the impression of the 
seeing conditions which are great im- 
provements over those of the past. 


21. Fig. 21 illustrates a daylight 
view of the same interior. Actually, 
the portion of the troffer which ap- 
pears brightest in Fig. 20 is of com- 
parable brightness in Fig. 21 when 
there is no artificial light. For a long 
time artificial lighting has more than 
met the challenge of daylighting. 
With the advent of fluorescent light- 
ing, windows more and more per- 
form the function of “letting vision 
out.” As the levels of artificial illumi- 
nation continue to rise toward the 
high levels of ideal lighting for criti- 
cal seeing, daylighting will be more 
and more incidental. The windowless 
interior can be eminently satisfactory 
from the viewpoint of performing 
critical seeing with ease and comfort. 
Where they are practicable, windows 
are justifiable in letting vision out. 
They are still a part of the new lumi- 
nous era wherever they are not too 
wasteful of space. The cost of day- 
light involves many factors besides 
the cost of windows. The value of 
letting vision out warrants study. 


22. In Fig. 22 is illustrated a fair- 
ly inconspicuous fixture which is par- 
tially luminous but for the most part 
provides indirect lighting. This pro- 
vides a practical solution for many 
offices in the work-world. 


Footcandles for Various Tasks 


In the foregoing discussion seeing 
conditions have been emphasized 
more than seeing. The illustrations 
have been used primarily for this 
purpose and for suggesting oppor- 
tunities for the architect and indus- 
trial designer. Comfortable and easy 
seeing have been discussed ahead of 
levels of illumination. This has been 
done for the reason that there have 
been many misuses of fluorescent 
lamps resulting in glare and discom- 
fort. However, even when the bright- 
ness distribution in the entire visual 
field is such that there are no inor- 
dinately high brightnesses or high 
brightness-ratios, the footcandles at 
the work are primarily important. 
They should be supplied according 
to the task involved. Seeing cannot 
be easy or comfortable without ade- 
quate light on the specific task. 

Much progress has been made to- 
ward the scientific specification of 
footcandles. In fact, it is possible to 
measure the visibility of details of any 
visual task and to specify the foot- 
candles necessary to elevate the task 
to any given visibilitylevel. This 
method is the only available sound 
basis of footcandle recommendations 
for various types of work or visual 
tasks. A few examples will suffice 
tc reveal the great difference in foot- 
candle requirements among visual 
tasks to make them equally visible. 

In order to make the following 
tasks equal in visibility to that of the 
printed matter on this page when 
there are 50 footcandles on this page, 
the following tasks must be illumin- 
ated by the footcandle indicated: pen- 
cil notes, 100; newspaper text matter, 
150; small details in drafting, 200; 
small print on yellow pages of tele- 
phone directory, 250; newspaper stock 
quotations, 350; white thread on 
white crepe cloth, 500; black thread 
on dark cloth, 2000  footcandles. 
These values are approximate, for it 
is impossible to describe these tasks 
accurately as to details. However, they 
give an idea of the inadequacy of 50 
footcandles for many tasks. 

In order to understand why differ- 
ent tasks differ greatly in visibility 


22. A good approximation of indirect lighting, from fairly inconspicuous hung 
fixtures which allow some of the light to leak out to illuminate the ceiling 


under the same level of illumination, 
one must think in terms of brightness 
of the task and not merely of foot- 
candles. Tasks differ greatly in re- 
flection-factor, as for example, white 
paper and black cloth. One must also 
think in terms of the brightness-con- 
trast between the critical details of a 
task and their background. The 
printed matter on this white page 
has a high contrast with its back- 
ground. A dark thread on dark cloth 
has a low contrast. For these two 
reasons the latter requires much more 
light than this printed matter to be 
at the same visibility-level. 

In closing, let us briefly consider 
the maximum amount of light which 
is desirable solely from the viewpoint 
of easiest seeing. This is determined 
by the brightness of the task when 
the other characteristics of the task 
remain constant. There is consider- 
able direct and indirect evidence that 
the ideal level of illumination for 
reading this page is somewhere in the 
region of 350 footcandles. The bright- 
ness of this printed page, which has 
a reflection-factor of about 70 per 
cent, would be about 250 footlam- 
berts when illuminated to 350 foot- 
candles. (If the page diffusely re- 
flected 100 per cent of the incident 
light, its brightness would be 350 
footlamberts.) A green grass lawn 
outdoors during midday has a bright- 
ness of this order of magnitude. 
These are comfortable brightnesses if 
the lighting is done without any pre- 
ventable glare. 

Now consider sewing on dark 
goods which diffusely reflects only 
about 7.1 per cent of the incident 
light. Ten times as much light is 


necessary to make the dark goods as 
bright as this page. In other words, 
2500 footcandles makes the dark 
goods of the same brightness as this 
page would be if it were illuminated 
by 250 footcandles. At a large win- 
dow exposed to a large expanse of 
sky, one may commonly measure 250 
footcandles. At these respective levels 
of illumination these visual tasks 
would approach the highest practic- 
able visibility-level. 

Incidentally, let us assume that a 
person with average normal (20/20) 
vision were reading this page under a 
level of illumination of 40 footcandles. 
The printed matter would be at a 
certain visibility-level for this person 
with average normal vision. How- 
ever, in order for the printed matter 
to have the same visibility-level for 
a person with 20/40 vision, this page 
would have to be illuminated to a 
level of 100 footcandles. 

These are glimpses of the impor- 
tance of footcandles on the specific 
visual task. This article has been de- 
voted primarily to fluorescent lighting 
for comfortable seeing, which is de- 
termined by the brightnesses and 
brightness-ratios in the visual field. 
However, ease of seeing also involves 
the specific visual task-and the foot- 
candles supplied to it. This aspect of 
lighting in the work-world is a mat- 
ter for the specialist who is thor- 
oughly familiar with the relationships 
of light, vision and seeing. With 
standard fluorescent lamps, varying 
in length from a few inches to eight 
feet, added to the variety of available 
filament lamps, we are now really rich 
in lighting tools. Poor seeing condi- 
tions should rapidly become obsolete. 
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LOW-RENT APARTMENTS - 


EFFICIENCY in construction, elevators, heating 


ARCHITECTURAL RECORD'S BUILDING TYPES STUDY NUMBER 109 


а" VN yaw 


for a special problem 


LILLIAN WALD APARTMENTS 


A Building Types Study Guinea Pig 
‘Frederick L. Ackerman, Lafayette Goldstone, Architects 


ELEVATOR EFFICIENCY 


is based on cost, capacity, and speed 
By Sullivan A. S. Paterno, Consulting Engineer 


EFFICIENT STRUCTURE 


invokes the principle of continuity 
By Fred N. Severud, Structural Engineer 


EFFICIENT HEATING 


takes many new forms in apartments 


LOW-RENT APARTMENTS OF MINIMUM HEIGHT 


George Washington Carver Apartments, Chicago 
Skidmore, Owings and Merrill, Architects and Engineers 


Tue stringency of the housing need of the next ten 
years needs no further discussion. Design methods must 
be adapted to the stringent situation of the present 
moment no less than production methods. Every brick. 
every reinforcing bar, every elevator must be so dis- 
posed that it can do the most efficient possible work. 

In particular there are opportunities for new effici- 
ency and economy in tall apartment buildings. Elevator 
apartments used to be luxury accommodations. Their 
employment at low rentals is relatively new. At about 
the beginning of the European war, the public housing 
program in New York began to use expensive land 
requiring as many as 400 people per acre to meet the 
cost. In some of the subsequent insurance-financed 
projects the density, figured in the same way, ap- 
proaches 600 people per net acre. 

Whether or not such land policies are wise is not 
our direct concern in the present building types study. 
What we are concerned with is the fact that technical 
analysis had been skimpy in this field of action, and 
needs amplification. 

Architecturally, the big difference between the high- 
density and the low-density apartment development 
lies in the provision of vertical transportation, vertical 
construction, vertical services. In the luxury apartment. 
to be sure, construction costs have been held down, 
but elevator economy has been subordinated to the 
convenient disposition of individual apartment plans, 
and heating has been nothing if not generous. Con- 
struction, vertical transportation, and heating are the 
three components on which the Record herewith offers 
significant and ground-breaking studies. Incidentally, 
they supply a more solid basis for evaluating the cen- 
tralized land program. 

The new inventions devised for the high-density, 
low-rental field are spilling over into the entire apart- 
ment building program, including the luxury apart- 
ment, which might as well be efficient. 
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LILLIAN WALD HOUSES, New York . 


. . . a Building 


Program: 1,932 apartments of 6,444 rooms, to house 7,038 persons at 436 per acre, or 4.36 persons on an area 21.3 jt. square 
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Frederick L. Ackerman, Lafayette Goldstone, Architects 
Fred N. Severud, Structural Engineer 
Sullivan A. N. Patorno, Mechanical Engineer 


Types Study guinea pig Leo. A. Novick, Landscape Architect 


О хс in a while there comes along a project that is vir- 
tually hand-tailored for the purpose of demonstrating 
architectural principles. The educational value of such a 
project is undiminished, regardless of any modifications 
that may befall in the course of execution. 

Lillian Wald Houses would appear to be such a test 
project. It serves admirably to demonstrate a point of 
view in such fields of experimentation as: 


I 


PUBLIC S PAC E 
Sie 
= feme 


DETAIL- ENTRANCE LOBBY і 


1. Planning for the most efficient use of elevators 


PERAMBULATORS 


2. Elimination of the basement, and 
use of the ground floor for tenant con- 
veniences, all accessible without need 
for going outdoors. Despite the greatly 
increased number of facilities, control 
is simpler 


S. Structural advances, such as the use of the "slab- 
band” method of eliminating ceiling beams in a manner 
which leaves room surfaces smooth and unobstructed 
The extensive reference to Lillian Wald Houses on the 
succeeding pages is to be taken not as a “presentation” 
of the project but as an analysis by means of the project. 
The discussion is based on a set of notes on “the theory 
of low-rental, high-density projects” by the architects, 
Frederick L. Ackerman and Lafayette Goldstone. 


- Ф l] 
PAT] к 
ШИШ a 


TYPICAL FLOOR 
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HIGH-DENSITY APARTMENTS: ELEVATOR EFFICIENCY 


1. What building height, with how many elevators to serve 


Answer 1. 6-story buildings with a single elevator serving apartments at each building entrance 


| алб ол, 
© {Loves — Teo wack Geta df 


This was a solution used in earlier housing projects in New 
York City. It was based on evolution from the “walk-up” 
rather than on fresh analysis. Height was limited to 6 
stories, largely because it was considered a hardship on 
tenants to ask them to climb more floors in case of no 
elevator service because of breakdown. Serving only about 
20 rooms per floor, elevators are only about 25 per cent 
atilized. Land coverage, at about 30 per cent, is considered 
excessive by the architects. For this reason, in the search for 
more efficiency, this type was abandoned. 


Answer 2. Buildings 7 to 9 stories with a single elevator serving apartments at each entrance 


To get more efficient use of the single elevator, standards of 
amenity were gradually lowered, permitting 7 to 9 stor‘es. 
The amount of climbing involved in out-of service periods 
is even worse than in the case of б-логу buildings; and 
further study of this type was promptly abandoned. 


Answer 3. Buildings ef about 13 stories, with the elevators in pairs, or single with a cross-over 
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To get more use out of each elevator, buildings could be 
run up to about 13 stories. At this height emergency climb- 
ing would be out of the question, so elevators would have 
to be installed in pairs to provide a reserve. This arrange- 
ment would serve about 28 rooms per floor per pair of 
elevators. One elevator could more than handle it alone. 

To let one elevator do so, and still provide for break- 
downs, one might space elevators singly, one to an entrance, 
and rely on a cross-over at about the 8th floor. In emergen- 
cies, no tenant would then climb more than 5 floors. But in 
emergencies this would lead to serious confusion, serious 
overloading of the one elevator remaining. (Diagram, right.) 

Therefore the architects adopted another line of reason- 
ing; to pair the elevators, let them make alternate stops, 
connect each pair to a larger number of rooms latcrally. 


each building unit? 


Buildings of more than 13 stories, with elevators paired 


If, instead of getting more tenants per elevator by lateral 
connections, one tried to get them by vertical extension of 
the building, the problem would be one of construction costs 
and equipment costs pertaining to the building as a whole. 
Up to the 13th or 14th floor, the cost per apartment, room, 
or person for heating, plumbing, and electrical work defi- 
nitely declines, in varying ratios, as height increases—up to 
that height where expansion loops must be inserted in 
vertical heating and plumbing lines. This occurs when 
height passes approx. 120 ft. or 13 stories. At this point 
construction costs take a jump, as do also code requirements. 


Answer 5. Mixed building heights, with elevator treatment varying 


From the standpoint of elevator efficiency, a mixture of 
heights, each inefficient in itself, makes no more sense than 
the use of any one such type standing alone, whatever may 
be the decision reached on other sets of factors. 


CONCLUSIONS. 


Elevators are highly expensive building components to in- 
stall and to operate. Elevator efficiency depends on serving 
more tenants than heretofore normally, while avoiding seri- 
ous confusion and serious overload in the event of a single- 
elevator breakdown. The most promising line of inquiry 
would appear to be the use of 13-story buildings with paired 
elevators, each stopping at alternate floors. 

To obtain more tenants per elevator per floor, we must 
next seek more efficient use of the building "core." 
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HIGH-DENSITY APARTMENTS: ELEVATOR EFFICIENCY 


2. Reducing the number of expensive “cores” 


A "core" includes entrances, public halls, elevators, stairs, incinerator stack 


"DOUBLE-CROSS" PLAN 
WITH 2 CORES 


SOLUTIONS A,B,C, are on the precedent of Project *X" above, by 3 other architectural firms. Comparison is statistical only 


I: is obvious that a single core can be made to serve ap- 
proximately 40 rooms per floor with greater efficiency than 
it can serve 20 rooms per floor. Next comes the question 
of the relative cost of the larger core itself. 


A preconception that lateral halls, feeding a line of verti- 
cal transportation, were to be looked on as so much waste 
in cost and maintenance, seems to have blocked all con- 
sideration of their very great utility in low-rental projects. 
It must therefore be said explicitly that so long as a con- 
stant ratio is maintained between the area of the core and 
the area of the rest of the building, it is economical to add 
to the core whatever area may be needed to serve more 
rooms per floor. 


The larger the number of rooms surrounding the core, 
the smaller will be the number of cores required in a 
project. 'The project we are considering calls for 1,932 
apartments, composed of 6,444 rooms, to house 7,038 per- 
sons. By providing a single core for every building unit, 
it was possible to accommodate this entire population with 
only 13 cores. Even if each receives two entrances, the total 
number is still well below the number which would be 
required if the project were to be designed in customary 
fashion, on the precedent of a comparable project which 
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uses a double-cross building plan with a core at each cross. 
Using 13 stories both ways, yields this: 


13-Story Srrucrures Double Core Plan Single Core Plan 
Total number of: 


structures ............ iU элаз зерт 13 
entrances ............ ЙО TES 13 or 26 
elevators ............. AU зз» вв 26 
scissors stairs ........ 2D алаа 13 
incinerators .......... 2 2. siseses ve 13 


With respect to elevator efficiency, normal conditions 
and emergency conditions set up very different require- 
ments. Normally, the architect is trying to let each elevator 
come as close as possible to handling about 400 tenants.* 
But under emergency conditions, when one elevator of a 
pair is out of order or not working, the object is to keep 
from assigning more than 400 people to the remaining 
car, and to allow plenty of lobby space for the enlarged 
crowd, and to avoid forcing tenants to extreme distances 
of climbing. 

In the following table, efficiency is measured by the 
degree to which there is a constant, full traffic load per 


* See detailed set of elevator requirements on fage 78. 


- - double-cross plan vs. single-core unit 


Problem: To provide access for 7,038 per- 
sons to 1,932 apartments of 6,444 rms, econ- 
omizing on entrances or "cores" 


Solution A: Almost all 6-story buildings, 
1 elevator per core . . . 53 entrances 


Solution B: Mixed heights, the elevators 
paired in the taller ones . . . 46 entrances 


Solution C: Mostly 13-story bldgs., 2-X 
plan, elevators paired . . . 3l entrances 


Solution D: All tall bldgs., single-core 
plan, elevators paired, 13 entrances, Elimi- 
nates 14 elevators, 7 scissors stairs, 7 incin- 
erators, 7 entrance locations 


1 
D aps 
е 
ł 


ONLY 1 CORE NEEDED 


opr ut ‚ FIVE-WING PLAN— 
a 
wer 


SOLUTION D is the Lillian Wald arrangement 


core under both opposed sets of conditions, and the degree 
to which the load per elevator approaches 400 without 
over-running: 


Project Building Traffic: number of persons 
Description percore per elevator 
X 6-story, 1 elevator 72-104 72-104 
X 13-story, 2 elevators 350 175 
1 elevator out of use 350 350 


X Same kind of building, except 
having only 1 elevator at each 
core, and a cross-over at 8th or 
9th floor: if 1 elevator is out of 
use, the remaining one serves 


aDDEON, uuecisscapferfemedbctars 640 
L.W. 13-story, 2 elevators 420 210 
1 elevator out of use 420 420 


Summarizing the results of the table, clearly the Lillian 
Wald arrangement comes closest to full normal load, with- 
out serious peak overload. At the undesirable extreme, the 
cross-over arrangement produces heavy peak overloads, and 
the 6-story building with only 1 elevator gives no emer- 
gency service whatever for the tenants. 

Continued on next page. 
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A smaller number of building cores has the further ad- 
vantage of cutting down the number of entrances, and 
permitting them to be disposed for far greater convenience. 
At the outset, let it be said that there is no miracle of de- 
sign by which we can get out of the jurisdiction of the 
fact that a project such as Lillian Wald proposes to house 
7,038 persons at the ratio of 436 persons per acre, or 4.36 
persons on an area 21.3 ft. by 21.3 ft. These are stubborn 
facts, and there are no tricks by which housing of. such 
density can recall the pattern of living which characterizes 
projects of six to ten families to the acre. Is it not better to 
recognize frankly that the two situations differ in a funda- 
mental way, and the crowd is what we are dealing with, 
not individuals? 

Under crowd conditions, the question is, which is 
better: 52 entrances at 52 widely scattered points in plan, 
frequently to be found on opposite sides of the structure, 
arranged without order and without relation to trafficways, 
or 26 entrances arranged in pairs at 13 clearly marked 
points, in close relationship to trafficways? The answer 
involves question of control and of convenience. 


Control. In the older method, control is scattered over 
the site at 52 points seemingly placed at random; the new 
concentrates control at 13 points. If the scattering really 
made it possible to disperse the crowd, there would be 
more to be said for it; but even when its work has been 
done, the number of persons per entrance is of the order 


of 100. 


Convenience. Hitherto entrances have been placed gen- 
erally on the court side of structures, in areas assigned also 
to rest, recreation and play. Because of the very large 
number of persons coming and going in a project of high 
density, there results considerable confusion; pedestrians 
going about their affairs of the day get mixed up with 
adults who seek rest or children who want to play in the 
open spaces designed for such functions. Of course tenants 
familiar with the project will come and go every which 
way across it; yet the arrangement made possible at Lillian 
Wald by the concentration of cores will lessen the con- 
fusion of criss-crossing and will aid the new visitor to get 
around without being a walking question mark. (See site 
plan on right-hand page.) 


Order and System. We have just discussed the kind 
of order and system that the single-core plan sets up in 
the external relationships of the buildings. Economical 
management and maintenance of a project depends in no 
small measure upon whether or not the planning of site 
and structures aids simplification or makes the problems 
of management more difficult to solve. We now find that 
the same kind of order and system which aids operation 
among buildings and grounds works internally also. Be- 
cause of the uniform arrangement of the cores, like spaces 
are to be found in the same location in all structures. 
Because these spaces are made visible from the central 
public space, through glass doors, they can be found and 
observed with ease from the halls of the “core.” Once the 
basic orderliness has been established, it is perfectly per- 
missible to bring in a few simple variations such as the 
mirror reversal. Tenants will take this in their stride. 

In a more general way we may say that variations 
introduced without reason are bothersome. 
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HIGH-DENSITY APARTMENTS: 


3. Single-core building 


The single-core building plan yields 
a highly useful single entrance, and 
single control point, for the "base- 
ment." At Lillian Wald, because of 
foundation conditions, this was put 
at ground level. Advantages are: 

Allindoor access under simple 
control: most of the "basement" can 
be seen from the public area 
through glass doors. 

No ramps, outside doors, ice or 


Opens amother 
outside dev 


«Goes doww 
naw 
(snow?) 


@ Moy hows Uo 


go to anothev 


huitding 


snow to be struggled with by ten- 
ants handling laundry, baby car- 
riages, bicycles, and scooters, or tak- 
ing children to the toilet. 

No areaways needed for lighting 
project offices, maintenance rooms, 
storage, workshops, social rooms. 

Small vehicles of all kinds exit 
directly at ground level to interior 
areas of the project where they are 
to be used. ` 

Note that many high-density proj- 
ects hitherto, public or private, have 
supplied not nearly enough facilities 
for laundry, storage, etc., to their 
thousands of tenants. 


TENANT SERVICES 


design permits all-indoor tenant services 


E Me Atem Mm 


^ 


GROUND FLOOR 
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HIGH-DENSITY APARTMENTS: ELEVATOR EFFICIENCY 


4. Elevator performance requires the careful balancing of 


CRITERIA FOR SATISFACTORY ELEVATOR SERVICE IN LOW-RENTAL APARTMENTS 


1. Any building 4 stories or over should be provided with elevator service. 


2. Each building floor should be provided with at least one elevator opening 
to afford tenants access to an elevator on the floor which they occupy. An 
elevator for each floor will permit transportation of furniture directly to the 
desired floor. 


3. Tenants should not be required to walk down more than one floor, even 
in case of a one-car shutdown. 


4. Car sizes should be such as to permit adequate handling of furniture. 


5. Car sizes should be such that in the event of a one-car shutdown, a maxi- 
mum number of two trips would be required to handle peak load. 


6. Speed of car should be selected so that the round trip time shall not exceed 
3 minutes. 


NOTE: The arrangements used on previous high-density public projects do 
not generaly meet the requirements of (3) enumerated above, and only 
where an 1800 lb. car has been used, have the requirements of (4) been met. 
The requirements of (2) cannot be met in low buildings nor on the lower 
floors of tall buildings served by a low-rise elevator. 


13-STORY BUILD!NGS Comparison of different elevator arrangements and kinds of equipment 
Population Cost of Cost of 
served elevator elevator 
above equipment DEGREE OF SERVICE Estimated equipment 
bottom per building round per ARRANGEMENT. 
terminal or unit All cars One car trip person 
landing served operating breakdown lime served 
(1939 prices) (1939 prices). 


Well over 
3 min. 


3 min. and 
46 seconds 


$12,700 Slow $40.00 Standard NYCHA arrangement, used on 
Project X. 
One 1800-Ib. car, 100 ft/min. high-rise. 
Stops on Ist, 8th, 9th, 10th, 11th, 12th, 
and 13th floors. 
One 1800-Ib. car, 100 ft/min. low-rise. 
Stops on Ist, 3rd, 5th, and 7th floors. 
Average 4 min. and *Possible arrangements 
464.8 $20,000 | Satisfactory 32% 3 min $43.03 150 ft./min 
í ' Overload i ` | | 
10% SE ck 200 ft. /min. 
“т — siste EN жити 
$24,000 Satisfactory $51 63 250 ft./min 
$24,000 Satisfactory | Satisfactory 21/6 min $51.63 300 ft./min. 
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the factors of cost, capacity and car speed 


By Sullivan A. S. Patorno, Consulting Engineer 


ELEVATOR ARRANGEMENT MUST TAKE ACCOUNT OF SPEED 


The check list of elevator requirements 
which appears on the previous page is 
the condensed result of a long, pains- 
taking study. 

The requirements are performance 
requirements. I think it is especially 
important to keep performance require- 
ments in mind, when dealing with 
clients, public or private, who are in- 
terested chiefly in low cost. 

The first cost saving that such a 
client is likely to try to make is in the 
matter of elevator speed. He overlooks 
the fact that by so doing he may can- 
cel out all the advantages which the 
architect and engineer have obtained 
by a more efficient plan. Correct solu- 
tions cannot be made in terms of time 
alone, or space alone, but only of 
time-space. 

In a solution such as Lillian Wald 


Houses we come closer to loading the 
elevators properly, by assigning to each 
of them a population of 232, as com- 
pared with a population of only 174 
for 13-story buildings in Project X. 
But if, in serving the larger population 
there were to be retained the same old 
speed of 100 ft./min., our round-trip 
time would jump to an estimated 4 
min. 19 sec. at Lillian Wald, as against 
3 min. 46 sec. at X. 

By proposing a higher speed of 200 
ft./min. we can make the round trip 
at Lilian Wald in an estimated 244 
min. raising the standards of amenity 
instead of lowering them. The archi- 
tect and engineer must guard particu- 
larly against such use of their new 
inventions as will lower instead of 
raising the standard of performance, 
Le. the standard of living. 


Degree of fulfillment of criteria for elevator performance 


Maximum 
Building Access to walking 
4 stories elevators down one 
or over from floor in 
to have floor case of 
elevators occupied one car 


breakdown 


Maximum of 

two trips Estimated 
Car size to handle round trip 
to handle peak load time — 
furniture in case of 3 minutes 
adequately one car 


breakdown 


YES 


(but 
furniture 

must be 

handled over 
stairs at 2nd, 
4th, and 6th 
floors) 


NOTES 


+ These figures represent total popu- 
lation from top floor down to and 
including Ist landing above bottom 
terminal landing. 

* One with stops at Ground Floor, 
1-3-5-7-9-11 and 13 Fl. One with stops 
at Ground Floor, 2-4-6-8-10 and 12 ЕІ. 
** This comment applies to floors 
served by inoperative car. 
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HIGH-DENSITY APARTMENTS 


Summary: High-density apartment design for elevator efficiency 


Iw seexrnc for more efficient use of the expensive elc 
vator installation, the architects of the Lillian Wald project 
in New York evolved the "single-core" type of apartment 
building, based on the following "theory": 

a. Elevators should run in pairs 

b. Structures should be so designed as to put the full 

load upon one elevator when the other is out of com- 

mission. 

c. Tenants will take that elevator which lands at the 

floor upon which they live (elevators make alternate 

stops with the result that 2 elevators cover the needs of 
all floors). 

d. Tenants will take that door which leads directly to 

their own elevator. 

е. Locating stairs between elevators would reduce by 

half the number of people who would congregate at 

one point, were two elevators placed side by side. 

£. Stairs and the space in front of elevators should have 

ample lighting. 

A corollary of the single-core elevator plan has been the 
interior-access service floor, which can be placed either in 
the basement or, preferably, at ground level. There is 
then no need for a person carrying laundry or bundles, 
or taking children, to go out of doors or use ramps on the 
way to service areas. Easy visibility and control of “‘base- 
ment” activities can be had from the central public area. 


ELEVATOR BUILDINGS AND THE BUILDING LINE 


BUILDING LINE 


7 / N MAXIMUM /AREA WHICH 
N ^ N 
EMSXTH,ASTREEPN — E rd 
x. 
М SET BACK LINE 


AROUND JUNE) 


BUILDING. LINE 


JN 
PLAN OF STRUCTURES ON SOUTH SIDE OF EAST SIXTH STREET 


WIDTH OF WINGS 
ON IOFT SET BACK 


EARLY МӨ 


EAST AND WEST WINOS RANGING FROM 


If placed at ground level, this service floor eliminates the 
need for areaways for lighting, and makes it possible for 
small vehicles to be rolled in and out at grade. Any high- 
density project needs a large number of such service 
“basements” or ground-floor areas. 

Elevator arrangement and equipment must be selected 
on a performance basis. Any change of population cared 
for by a single elevator must be accompanied by an ad- 
justment of speed. Otherwise gains made by a more 
efficient plan are lost by inefficient equipment and there 
is retrogression instead of progress. 

Comment. After all the adjustments have been made 
that the architect suggest, as reported in this study, the 
question still remains whether densities as high as 400 or 
more persons to the acre can be made, at best, to yield 
uniformly good livable plans. The individual apartments 
at Lillian Wald are well above the usual standard in 
important respects. Yet despite the architects’ unusual 
skill there remain in such a project some few apartment 
plans which involve the use of living-rooms as traffic ways, 
or that preclude through-ventilation. If, indeed, "there 
are no tricks by which housing at 436 persons per acre 
can be made to recall the pattern which characterizes 
projects of six to 10 families per acre,” then it is not the 
architect and engineer but the land policy which is at 
fault. 


Bunos orientation and sunlight con- 
trol pose new problems when high density 
developments are built in the form of tall 
apartments. The sketch shows a group of 
the proposed Lillian Wald apartments 
/ placed with the short end of one wing 
abutting the street at about the set-back 
line. The sun tracers drawn in on the 
diagram show that despite the closeness of 
these wing ends to the street, the sun 
sweeps the whole street and much of it 
gets sunlight at more than one time of 
day. Only the tiny triangular shaded areas 
miss direct sunlight at all times. Despite its 
actual efficiency such an arrangement may 
have code conditions to contend with. Code 
authorities are so accustomed to solid lines 
of buildings that these buildings might 
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actually have an easier time if they were 
all connected together at their transverse 
wings and if the wings abutting the street 
were then considered as “dormers.” Of 
course, they would shade the street much 
worse but-they would meet regulations. 
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To make More ркоскеѕѕ in the structural design of tall buildings, we shall have 
to let more and more of the building fabric come awake. Our tall buildings are 
overloaded with sleeping members which are figured as elements of enclosure 
only, while they are asked to contribute nothing to support. 

The demand for more economy is sharpened by the fact that we are now 
using tall buildings as they were not used in the beginning. Now that low 
rentals come into the picture, we must eliminate every possible pound of excess 
weight, and cut down every wasted inch of space. 

Lest this expression of a personal opinion appear too much like dogmatic 
lecturing, let us hold it in abeyance, while we review the present situation in 
tall apartment buildings in factual detail. 

We shall discuss, first, the problem of the floor slab and its support; second, 
the problem of stiffening the tall apartment building; and third, future pos- 
sibilities in structural design. 


ARCHITECTURAL RECORD e JANUARY, 1946 81 


1. THE FLOOR SLAB AND ITS SUPPORT 


Fig. 1. Innovation on ideas old as the 
Romans. This was being started just 
before the war. Planks are the only 
needed form work 
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PRELIMINARY CONSIDERATIONS: FLOOR AND CEILING FINISHES 


These finishes help to determine the structure itself. 

The floor covering is usually asphalt tile or wood in mastic, resting directly on 
the structural slab. Even if cinder concrete is used for the structural floor slab, a 
finished smooth concrete surface is provided underneath the asphalt tile by means 
of a М-їп. topping of cement mortar which is considered as part of the structure. 
The conduits are run in the slabs, and if the framing is of structural steel, the 
beams are generally kept 2 in. below the surface to leave room for the conduits 
as they cross the beams or as they turn up into partitions. 

The ceiling finish is of fundamental importance and will often dictate the type 
of structure to be selected. 


a. Painted concrete: From the maintenance standpoint, there is great ad- 
vantage in using painted concrete ceilings, left with the texture of the plywood 
form. This avoids the difficulty of plaster spalling due to any accidental water 
leakage from the floors above. Stains from damp spots tend to disappear grad- 
ually without further attention from the maintenance force. 

By a recent change in the New York building code, cinder concrete of in- 
creased thickness is allowed in spans up to 10 ft. between steel beam flanges; 
but living rooms and main bedrooms are usually larger than this. 


b. Plaster and acoustic tile: Against the trend toward painted concrete is 
the recent interest in acoustical ceiling treatments involving either acoustic plaster 
or acoustic tile which can be cemented directly to the concrete. It should be 
remembered also that union regulations have an important bearing. Low-rent 
public housing has been accepted by the unions with unplastered ceilings, but 
there is still a question of how the situation may develop for private ventures. 


THE TREND TOWARD ELIMINATING FILLER BEAMS 


There is a general tendency to get rid of any filler beams in the ceilings of 
main rooms, both living rooms and bedrooms. This serves not only to make 
these rooms far more agreeable but also to simplify plastering and painting. 


a. The influence of materials: stone concrete vs. cinder concrete: Stone 
concrete is stronger. A fiber stress of 20,000 p.s.i. is now generally allowed for 
steel beams fully encased in stone concrete, whereas only 18,000 p.s.i. is allowed 
for cinder arch construction with ¥-in. top dressing of mortar considered as 
part of the structure. Therefore, if painted concrete ceilings are accepted, stone- 
concrete slabs supported on steel framing become the most economical means 
at present of obtaining unobstructed ceilings in rooms of more than 10 ft. clear 
span. 


b. New aggregates: One development that is important to watch for is the 
expected arrival, in the near future, of aggregates to produce lightweight concrete 
of strength equal to ordinary stone concrete. A plant is being designed within 
easy shipping distance of the New York metropolitan area. Cost comparisons 
show that such a type of construction, supported on a steel or concrete frame, 
would have many advantages. 
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Fig. 2. The “slab-band,” an innova- 
tion on the conventional beam. Small 
letters represent bending moments of 
the slab band, capital letters of the 
conventional beam. Although the 
initial negative bending moment, 
m:, of the slab band is greater than 
that of the conventional beam (M:), 
the critical bending moment ms, is 
appreciably smaller than M; 


Fig. 3. The part-plan below is 
taken from the proposed Lillian 
Wald houses (see pages 70 to 80). 
Shaded areas show three ways of 
handling the highly adaptable slab 
band; dotted lines are the room 
partitions. Band creates minimum 
interference with a smooth ceiling 
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c. T. C. floor arch systems: Another system that is of interest is shown in 
Fig. 1. This consists of a steel frame with steel joists spanning the floors, and 
hollow-tile filler blocks between the steel joists. After concrete has been poured, 
this type of construction becomes fully fireproof. It is very light, uses a minimum 
of formwork, and is especially intriguing under present conditions of labor. It 
was just being started before war broke out, but sufficient work has been done 
to prove it successful and economical. 


d. The revolutionary re-analysis of concrete: During recent years the 
analysis of reinforced concrete has undergone a revolution. Instead of dealing 
separately with slabs, beams, and columns, the recent methods consider all these 
members as component parts of a single monolith. In other words, we can now 
deal with the structure as a continuity. The result has been that a new field 
has been opened for the more correct distribution of materials, and also for a 
far greater latitude in shapes and forms. 


THE NEW CONCEPT: SLAB, BEAM, AND COLUMN AS A CONTINUITY 


a. Slab bands: A good example of re-analysis of reinforced concrete is the 


“slab-band” type of floor slab articulation, replacing the conventional ceiling 
beam. (Fig. 2.) 


І. Cantilevering and bending slab bands: An outstanding characteristic of the 
slab-band design is the way it permits carrying the structural arm around bends 
and elbows, accommodating it to the exigencies of the room plan, without the 
need for columns at every change of direction. 


2. Slab bands: elbow, "hammer-head," “tuning fork”: A whole series of 
possible slab-band treatments is to be seen in Fig. 3, applied to a single floor. 
This is from the Lillian Wald project in New York (see pages 70 to 80—Ed.). 
At the bottom of the plan is seen a simple elbow, with no need for a column 
underneath. In the righthand wing is a “hammer-head” treatment of the slab- 
band. This is a very convenient disposition to handle a three-bedroom arrange- 
ment at the end of a wing. The “hammer-head” can be so located that the drop 
in ceiling height occurs over closets and corridors, and all bedrooms have com- 
pletely flat ceilings. The slabs framing into the “hammer-head” can be made to 
turn the corner by fanning the bars and providing diagonal cross bars in the 
outside corners, or else some reinforcing bars can be arranged within the thick- 
ness of the slab from each end of the “hammer-head” to the outside wall. 

Still another example of freedom in handling slab bands, as the result of 
accurate analysis of the concrete monolithic frame, is the “tuning fork.” This 
is seen at the top of our plan diagram. Here a three-bedroom arrangement is 
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Fig. 4. Steel frame alternate for part of the plan shown 


at left. Main rooms handled without filler beams 
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Fig. 5. A plan study in which col- 
umns are so placed as to permit en- 
tirely flat-slab ceilings. By Voorhees, 
Walker, Foley & Smith for New 
York Life Insurance Company 
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Fig. 6. Pre-cast brackets where a 
wider bearing is required at the col- 
umn head. The L shape and U 
shape make it possible to avoid 
breaking through partitions at any 
column head 
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tramed with a single center column and with bands at the partitions only. 
Where a band runs along the partition lines, as in this example, the slight saving 
involved in partition height can add up to a noticeable economy. This is because 
the repetition of the same arrangement in a large project can run the partitions 
into miles of length. 


3. Columns in relation to slab bands: Columns are an integral factor in the 
new analysis of concrete, and the greater freedom of placing columns contributes 
to the flexibility of slab-band method of design. This is arrived at in the following 
way: 

A column has an inherent capacity to resist bending. Small eccentricities of 
load can, therefore, be tolerated without any modification of the column. Greater 
eccentricities can be handled very economically by increasing the size of the 
column, so that it acts both as a column and a vertical beam. You can test this 
by holding a pitcher of water in your right hand, and then extending your right 
arm sideward. Your body is a live column, your arm a live bracket. You will 
feel a slight bend in your torso and increased load on your right foot, which 
you instinctively counterbalance. The same combination of stresses is set up in 
the slab-band structure. The band is wide enough so that a column can be 
offset and yet come under the slab; the eccentricities of loading are resisted by 
an increase in the column size (see column indication under the “hammer 
head” and the “tuning fork” in our diagram plan). This method is much more 
economical than introducing a new horizontal beam involving a new member 
and additional form work. It also allows the structure to follow the architectural 
room arrangement without the necessity for cross beams. 


b. Completely flat ceilings. With a proper distribution of columns, completely 
flat ceilings will be found to be the most economical type of construction in 
many cases, The determining element here is usually the tendency of the concrete 
slab to punch through at the column heads. Various steel column heads have 
been invented to overcome this handicap, and they can be placed within the 
thickness of the slab. Sometimes poured brackets have been used, but they do 
not look well, particularly when they occur at partitions. Fig. 5 shows an archi- 
tectural arrangement that lends itself very well to a completely flat slab. Here 
the column spacings are such that no special column heads of any type will be 
required. A sufficient area at the top of the column to prevent punching through 
by the slab was obtained by holding all interior columns to a minimum cross- 
section of 16 by 16 in. Although this was larger than necessary in the upper 
stories, the economy in form work obtained by repetition outweighed the cost 
of additional concrete. This combination will therefore provide for a thinner 
slab and a more economical column than would be obtained if columns were 
changed from story to story. 


c. Column design for continuity. 


1. Constant width: ln proportioning columns, it seems best to hold to a 
constant width and to obtain the additional concrete in the lower stories by 
increasing the columns in one direction only. As the upper stories are reached, 
the same forms can be cut back to a smaller size and reused. 


2. Precast heads: We have developed a precast concrete column head (Fig. 6) 
for those cases where the loads demand additional column area. As shown in 
the sketch, brackets are confined to two or three faces only, so that these 
brackets will never penetrate a partition. 


3. Auxiliary steel angles at building core: An incidental useful device is the 
introduction of steel angle struts at the stairs and elevators, eliminating the need 
for beams or columns in the central building core and also making it easy for 
the builder to erect his material hoist. 


d. Combined use of flat slab and slab band. The two types of floor slab 
shown, the flat slab and the slab-band type, can of course be used in combina- 
tion. Where spans are long and loads are heavy, that part of the floor can be 
framed with the use of slab-bands. Elsewhere in the same building, where 
columns can be properly distributed, the ceiling, can be a perfectly flat slab. 


HEIGHT OF CONCRETE BUILDINGS 


The usefulness of the new methods of building with concrete is confined by 
the economical height of concrete-frame buildings. This is limited usually by 
the height to which concrete can be poured from a crane bucket. It is perfectly 
practical, of course, to pour concrete at a height greater than about 13 stories, 
just as it is possible to pour cinder concrete in taller buildings. Excessive column 
sizes become necessary in all-concrete construction as the building rises higher; 
this situation can be overcome by using steel columns throughout in combina- 
tion with concrete floors, or by a combination of steel and concrete columns 
in the lower stories. 


2. STIFFENING THE TALL APARTMENT BUILDING 
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Fig. 7. “The two-fold advantage of 
the cavity wall is, first, that there 
is enough separation between the in- 
side and outside wall so that each 
can follow its natural trend, and, 
second, that the connections in a 
degree are elastic” 


STIFFNESS OBTAINED FROM THE BUILDING SHAPE 


As buildings increase in height, the problem arises of stability against wind. 
In apartment projects where the site permits it, a building plan in the form of 
a cross is becoming very popular. In analyzing for stiffness, the narrow wings 
are considered as cantilevers from the central core, and the major stiffness is 
derived from the core and from the pair of wings that is parallel to the direction 
of the wind. 


STIFFNESS OBTAINED FROM EXTERIOR WALLS 


In general, building codes make no allowance for the stiffness of outside walls, 
even though these walls are intrinsically by far the stiffest element in the whole 
building. Here are some expedients that may gradually overcome this handicap: 


a. Reinforced brick: This has recently entered the picture, and we are con- 
vinced that before long the building departments will accept reinforced brick 
as a definite structural element. In our own work it has been used for more than 
15 years with results uniformly excellent . 

In the beginning there was a great deal of doubt to overcome, arising out 
of the idea that reinforcement in the joints would rust, the rust would cause 
spalling, and the masonry would deteriorate. To show that this is not the case, 
we mention that not a single rust spot has been detected, after about five years 
of exposure, in those units at Classon Point (York & Sawyer, architects), in 
which pencil rods were used with 8 in. concrete blocks. In addition, these units 
show the efficiency of the reinforcement in preventing cracks. During the war 
we have used miles and miles of reinforced masonry, and never at any time 
have we had any but good results. 


b. Spandrels as structural members: By utilizing the wall section from the 
window head to the window sill next above as a structural element, it is pos- 
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Fig. 8. Steel construction including 
box sections filled with concrete and 
used as ceilings. River Forest Garden 
Apartments, Chicago, lllinois, Hols- 
man & Holsman and Klekamp, arch- 
itects. The author proposes that this 
kind of steel ceiling form be so 
adapted that the concrete filling could 
be given credit for its inherent struc- 
tural contribution 


(Editor's Note: Mr. Severud's fur- 
iher discussion of this point, and 
his details for various solutions, 
have been considered sufficiently im- 
portant as working information so 
that they have been assembled for 
publication in the February issue as 
Time Saver Standards.) 
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sible to obtain greatly increased stiffness. In this manner the frame is relieved 
of its supposed burden of resisting lateral stresses, and the outside wall is given 
recognition for what it will do in any event, which is to furnish lateral stiffness. 
This is particularly to be emphasized in relation to flat-slab floor construction. 
Under some conditions a frame using flat floor slabs may not be stiff enough 
to carry the wind forces unaided. 


c. Controlled concrete: The recent revision of the New York City building 
code to allow controlled concrete has had much to do with increasing efficiency 
in the use of reinforced concrete work. Smaller sections are required of all 
structural members, whether slabs or beams or columns. In addition to the 
economy there is achieved much better workmanship. 


d. Cavity wall construction: In 1939 this firm designed what we believe is 
the first apartment house group in the United States using cavity wall con- 
struction. Recent inspection of the buildings shows truly amazing results. Not 
even a hairline crack is visible, though the building dimensions are very large. 


(Fig. 7.) 


EXTERIOR WALL STRUCTURE INVOLVES PROBLEM OF CONTRACTION 


Any structural calculation involving exterior walls must take into account 
the fact that the inside and the outside of a building exists under totally dif- 
ferent conditions of weather. The exterior undergoes extremes. It may, for 
example, get wet and then be heated by the sun, or it may face sub-zero tem- 
peratures while the interior is comfortably warm or even hot. 

Under conditions of extreme cold, the outside face wants to go in one direc- 
tion while the inside face refuses to follow or may even want to go the other 
way. Eventually they have to travel the road together, or else something has to 
give. If the tension is too great, this happens literally in the form of an ex- 
plosion. Cracks in masonry walls do not generally occur, as people suppose, in a 
gradual manner. The material holds together until strains build up that are 
beyond its endurance, and then it gives way with a bang. The twofold advantage 
of the cavity wall is, first, that there is enough separation between the inside 
and the outside wall so that each can follow its natural trend, and, second, that 
the connections are in a degree elastic. 


Roof parapets, the extreme case 


The problem mentioned above applies especially to roof parapet walls. Modern 
buildings differ from older ones in carrying a blanket of insulation above the 
roof slab. The slab therefore stays warm; not so the parapet. Exposed on three 
sides to the weather, it develops forces of contraction that can be terrific. While 
the roof slab to which it is intimately attached at its base yawns comfortably 
in its warmth, the parapet wall huddling in the cold will shrink from each free 
end toward the center. However, "free" is just an illusion. Though the wall is 
free to shrink at the top, its base is held expanded by the warm slab. The slab 
is like the extended arm of an archer holding the bow, while the frost draws 
back on it like the bow string. Since the parapet is far less elastic than the bow, 
it cracks at the building corner, where the strain is hardest. These explosions 
have been known to occur in wartime with a report that sent the occupants of 
the building. scurrying. 

There are several ways of providing extra reinforcement to overcome the 
strain, and one of the best ways of meeting the problem is to eliminate the 
parapet altogether. This has been done on East River Houses, New York, by 
substitution of a metal fence (Voorhees, Walker, Foley & Smith, architects.) 
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Fig. 9. A new proposal for interior 
structural support. We already use L 
and T shapes (as at top of this plan). 
Why not, says the author, abandon the 
traditional interior column shapes 
also, squeeze them out into L's, and 
use them functionally as load bearing 
closets? No interior columns would 
be needed and a single slab-band 
along a passageway leaves all other 
ceilings flat. The plan is taken once 


more from Lillian Wald houses 


PRECAST CONCRETE UNITS — 
ENOUGH FOR CONSTRUCTION LOADS 
WHEN CONCRETE IS POURED, FULL STRENGTH 


FLOOR PLANK, FIREPROOF 
PRECAST, PRESTRESSED CONC. UNITS 
OEE йе 2 


CEILING 
PLANK, LEAVE EXPOSED 
IF REQUIRED IF ACCEPTABLE. 


Fig. 10. Two ideas in reinforced con- 
crete floor slab construction, using 
minimum amount of temporary sup- 
port during construction 


ы BEND SOME STPAPS 
VES. TO PREVENT CRACK, 
LONGITUDINALLY, IN 213 


ALTERNATING STRAPS~FOR 
BOND, AND ROLLS\FOR/UPLIFT 


RE i.d] 


2A THICKNESS OF LATH E 
NAILS AND VERMICULITE PLASTER 
Fig. 11. Introducing modifications in 
conventional folded steel ceiling sec- 
tion so that the steel serves as re- 
inforcement to the concrete which 
can then be given credit for struc- 
tural support instead of being treated 
just as dead weight 


3. FUTURE POSSIBILITIES IN 


STRUCTURAL DESIGN 


WHY NOT CLOSETS AS COLUMNS? 


We have already discussed the unutilized capacity of exterior walls to act 
as stiffeners. Supposing now that we come indoors. Here again we find a re- 
duplication: partitions for space division only and columns for support only. We 
should certainly not want to go back to the old system of using the partition as 
a bearing wall, but is there not a part of it that we could thicken, without going 
to those undigested lumps in the plan where we now place our columns? Sup- 
posing that we were to put the extra material and extra strength that are needed 
for structural support into banks of closets. We would then get the same kind 
of structural support that is given by the column, but we would get it as an 
extra service out of a member that is necessary in any case for purposes of 
enclosure. We would simply be squeezing out our “columns” into a series of 
L’s and arranging them to be spatially useful instead of acting as a mere ob- 
struction for the tenant. (Fig. 9.) 


a. In concrete: Modern methods of prestressing concrete would suggest that 
such closets could be formed by high-strength prestressed concrete shaped into 
angles. Placed side by side, they would form closets opening alternately in 
opposite directions. 

The idea really amounts to providing a counterpart, in the vertical plane, to 
the slab-band already in use in the horizontal plane in the ceiling. 


b. In steel: [n steel there is another line of reasoning that comes to the same 
conclusion. There is already a trend toward using steel L's in the corners of 
partitions. Supposing that we make still larger structural steel shapes out of 
the closets. We could count on the recent development of vermiculite concrete 
as fireproofing for the steel. 


WHY NOT USE STEEL FORMS AS FLOOR-SLAB REINFORCEMENT? 


By an extension of the same approach, it would seem to be sensible to use 
steel forms for the floor slab which will rest on the steel closet-column. After 
the concrete has been poured, the steel form acts as the reinforcing. The final 
result is a concrete slab reinforced by steel forms. The accompanying sketch 
(Fig. 11) shows how such a system might be developed. The rolled edges of 
the steel forms prevent the concrete from lifting away from the steel, and the 
alternate straps furnish the bond necessary so that the steel may act as rein- 
forcement. The vermiculite ceiling which is indicated can be made either as 
plaster or as a series of precast planks. 

The scheme just mentioned is intrinsically nothing more than a further de- 
velopment of the steel decking that is already in extensive use. (Fig. 8.) The 
difference is that the concrete fill is nowadays structurally wasted. Finished with 
a vermiculite ceiling, these steel decks are already accepted by the strict New 
York building code as firstclass fireproof construction. There is no question, 
therefore, that such protection is perfectly safe. 
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Fig. 12. The exterior wall facing of 
this building is indicated us corru- 


gated aluminum backed with insula- 
tion board. Corrugations in the 
spandrel run horizontally to give 
lateral stiffness. From a project de- 
veloped by the author in collabora- 
tion with F. N. Manley of the John- 
son and Johnson Company and with 
William Lescaze, architect 
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Why not metal-lined exterior walls? 


The first use of metal-lined walls has come in industrial buildings. The metal 
exterior has often been backed up with insulating material. We have made 
studies for more “genteel” buildings using aluminum planks as wall, and we 
believe that such a wall is very practical. During wartime, aluminum was not 
available, and the price situation is still obscure. We feel confident, however, 
that before very long walls of this type will enter the structural picture. The 
details shown in Fig. 12 were developed in collaboration with Mr. F. N. Manley 
of the Johnson and Johnson Company and William Lescaze, architect. There 
are, of course, innumerable variations possible on the theme, but aluminum pan 
filled with vermiculite concrete and then an interior wall board would cer- 
tainly serve all the functions of a wall. 


CONCLUSION 


The building field is notoriously hampered by centuries of incrusted tradition, 
but it has been able to respond to urgent pressures, such as the war. Structurally 
speaking, airplanes have opened a new concept which, like the plane itself, is 
not earthbound. Apartment construction will remain nearer the ground, but 
let an important change of condition not pass unnoticed. Tall buildings used to 
be designed only under circumstances which were either lucrative or luxurious. 
Our tall apartments of today embrace an entirely new set of tenants, for whom 
every economy counts. Many a device, from the kitchen stove to the enameled 
bath tub and the self-service elevator, has spread from low-cost dwellings into 
the most luxurious ones. In the same way, the construction that is best at the 
lowest rents may contain highly useful components even where comfort and 


rents are higher. 


ON-SLIP TREAD 


Fig. 13. Scissors stair frame, proposed 
Lillian Wald houses, carries out 
principles espoused by the author. 
The entire dividing wall is used as 
a structural column. A hole is left 
at the central crossing point (detail 
*4"). Reinforcing is inserted here 
and the center step each side is used 
as an intermediate cantilever sup- 
port for the stair run 


Efficiency in Apartment House Heating 


No revolutionary changes are to be reported in systems 


available for immediate use, but advances in control 


result in a decided improvement in general operation 


Ох тне wuote, apartment buildings have not been too 
efficiently heated. One reason for this may be that the 
speculative apartment has to a certain extent brought down 
the quality of heating to its own level. This is not to say 
that apartments do not get enough heat; as a matter of 
fact, there may be even more apartments getting too much 
than those with too little. This overheating, along with 
some at least of the underheating, and most of the ex- 
cessive cost of heating, is due to a lack of control in one 
form or another. 

By and large, the important advances in heating during 
the past ten years have been in further developing control 
(including, but not necessarily confined to, controls) of 
the generation and distribution of heat. 

It may prove worthwhile to review here some of the 
recent developments in heating and air conditioning for 
apartments which either are, or shortly will be, available. 
Types of equipment which have a bright future but which 
do not appear to be entirely practicable for immediate 
or nearimmediate use (such as the heat pump and off- 
peak electric heating) are excluded. Also excluded are 
those ideas and devices which are already so widely used 
as to be conventional. 


HEAT SUPPLY EQUALS HEAT LOSS? 


The heat supplied to a room must equal the heat lost 
from that room if the inside air temperature is to be kept 
constant. This innocent equation is not too easy to satis- 
fy in actual practice; actually, either too much heat or 
too little heat is usually supplied. The loss of heat is 
controlled by (1) the area, (2) the transmission coeff- 
cients of the outside surfaces, and (3) the inside air tem- 
perature—all these being fixed—and the outside tempera- 
ture, which is a variable. It therefore becomes obvious 
that the heat supplied to a room must fluctuate in ac- 
cordance with the outside temperature. This, of course, 
is not a new idea; but there are still many installations 
which could considerably profit by adopting a system 
taking account of temperature fluctuations outside. 


Three systems that solve the equation 


It is not feasible here to describe all of the various 
methods of meeting the requirement outlined; but three 
steam systems should be described in some detail. Each 
system has its own patented devices. At least one ad- 
vantage of steam is that it will flow by virtue of its pres- 
sure, so that no fan or pump is necessarv to move it. 


a. Motor operated steam-pressure control 


One of these systems consists essentially of a motor 
operated steam valve, an outdoor thermostat, a means of 
manual control, a control cabinet, and traps. On demand 
of the outside thermostat, the valve is opened a propor- 
tionate amount, depending on the outside temperature, 
allowing steam to enter the main. The radiators are 
equipped with orifices to compensate for the difference in 
resistance in each circuit. 

The control cabinet contains a mercury tube device to 
maintain the desired pressure difference between supply 
and return steam; otherwise fluctuations in steam pressure, 
vacuum, number of radiators turned on, etc., would throw 
the system out of balance. The manual control provides 
means for increasing steam supply (for heating up) or 
decreasing supply (as during night shut-down). 

The orifices in the radiator supply valves introduce 
steam at high velocity to the radiator, resulting in a tur- 
bulent mixing of the air and steam. When the steam sup- 
ply is throttled, the radiator temperature necessarily drops. 
The radiators are equipped with traps, but the returns 
can be open or closed. 


b. Varying the vacuum control 


Another system is based on the principle of varying the 
vacuum under which the steam system is operating, in 
accordance with the outside temperature. While steam 
boils at 212 Е at ordinary atmospheric temperatures, the 
boiling temperature drops to 192F at 5 lb. below at- 
mospheric pressure, and to 133F at 12% lb. below at- 
mospheric prsesure. Thus, by increasing the vacuum, a 
lower steam temperature is obtained and consequently a 
lower output of connected radiators; and if this vacuum is 
under the control of an outside thermostat, the basic re- 
quirement as previously outlined can be met by this system. 

This system consists of one or more graduated motor- 
operated steam valves, orifices in the radiators, traps on 
the radiators, a vacuum pump, outside thermostat, and 
controls. In this system, however, as mentioned, both the 
steam valve opening and the degree of vacuum are con- 


trolled by the heat demand. 


c. Downfeed through convectors 


A third system is a variation of the foregoing method, 
intended especially for housing projects and more especi- 
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ally those where cost is of utmost importance. Introduced 
not long before the war, this system employs sub- 
atmospheric steam under the control of an outside ther- 
mostat and, in addition, has an unusual feature involving 
the steam distribution. Steam supply risers are run to the 
top of the building and are connected to down feed risers. 
Each down feed riser runs through the convectors it feeds. 


STEAM RISER, SERVING GROUP 
g ok CONVECTOR RISERS 


zi CONVECTOR 


DAMPER 
HANDLE 


BATH ROOMS 


UNION 


STEAM 
—— —-uLl.2222-------- RETURN 


Riser system, described in accompanying paragraph, is a 
modification from Parkchester now planned on large projects, 


Thus, a riser drops from, say, the tenth floor where it is 
to the right of a window, and steam flows through an 
under-the-window convector on the ninth floor. On the 
left end the riser picks up and, carrying steam and con- 
densate, drops to the eighth floor where it picks up an- 
other convector to drop again on the right side from the 
eighth floor. The riser is trapped in the basement, thus 
eliminating individual convector traps. 

The convector itself consists of vertically finned metal 
chambers, enclosed, with dampers to regulate the volume 
of heated air allowed to circulate in the room, since the 
radiators, being in series with the down-feed riser, cannot 
be shut off by a steam valve. Advantages claimed for this 
system include low initial and operating costs and simpli- 
city of installation, the last due largely to the down-feed 
riser feature. This system involves patents. 


Hot water zone controls 


Hot water systems can also be similarly regulated and 
zoned. In such cases, the boiler water temperature is kept 
constant. An outside thermostat, through a suitable con- 
trol, operates a mixing valve which is connected to (a) 
a hot water supply main, (b) the return line, and (c) 
the main to the radiators. When the outside temperature 
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is at the design (say 0°) point, the mixing valve allows 
only hot water to supply the radiators. When the outside 
temperature rises to 70°, only cool return water passes to 
the radiators. At intermediate temperatures, the mixing 
valve proportions the mixture of cool return water and 
hot boiler water, allowing the proper ratio (in accordance 
with the outside temperature) of each to enter radiators. 
Zoning of hot water systems is accomplished by motor- 
operated valves. Constant water temperature is maintained 
in the boiler, and modulating or proportioning obtained 
by opening, closing, or partially opening the valve, con- 
trollable by an outside or inside thermostat or both. 


Thermostat controlled motor valves 


Motor-operated valves, for either steam or water, are 
desirable even where zoning is not contemplated. They 
can be controlled by an inside or outside thermostat or 
both, and are available from a number of manufacturers. 
They are exceptionally advantageous in apartment appli- 
cations where the weather is mild but variable. 

Records of an installation in a Seattle apartment, for 
example, having 35 tenants, show that under conventional 
control the heating cost of the building was high, due to 
over-heating, opening of windows, and excessive running 
of hot water to obtain hot water due to the exhaustion of 
the hot water storage. It was not practicable to zone the 
building; but the system was set up in such a way that the 
single steam valve was opened at frequent intervals to keep 
the radiators at the average temperature which was re- 
quired to heat the building. An outside thermostat was 
used for this control. When the outdoor temperature 
reaches 70F the steam valve is closed at all times; but 
when the temperature drops to 20F, the steam valve is 
open at all times. At intermediate temperatures the valve 
is opened and closed for proportionate periods. Follow- 
ing the installation of this type of control, a saving of 
28.2 per cent in dollars per degree-day was shown and this 
figure seems to be not unusual where such a control is 
adapted to an existing apartment. 


Using both steam and hot water 


Although not common, it is even possible and in some 
cases advantageous to utilize both steam and hot water. 
One housing project built shortly before the war, and 
consisting of a large number of garden type apartment 
houses, has a central steam generating plant serving remote 
hot water converters. The idea is that smaller pipe sizes 
could be employed for handling the steam than for han- 
dling hot water, and no pumps were necessary. From the 
converters hot water is taken to unit heaters located in 
closet spaces from which warm air is delivered directly 
through grilles to adjacent rooms or by short sheet metal 
ducts to other rooms in the apartment. In this way each 
tenant had some control over his own heating system in 
the operation of the unit heater in his apartment. 


Flexibility with gas equipment 


Certain relatively new gas equipment affords designers 
the opportunity of employing this clean and flexible fuel 
for individually heated apartments, where the cost of the 


fuel is not excessive. One of the difficult objectives of 
apartment heating is to maintain satisfactory heating for 
occupants with widely varying requirements. For example, 
elderly people may wish a temperature of 78? whereas 
some younger tenants may wish temperature as low as 
68°. The individual heating system for each apartment 
using gas enables the landlord to overcome this particular 
difficulty and thus save considerable heat. Another ad- 
vantage, in certain cases, is that the meter can be con- 
nected separately so that the tenant himself pays his own 
fuel bill and thus has much more of an incentive for 
not overheating his apartment; the rent is then correspond- 
ingly reduced by the amount of the heating. 

By this method a tower-type gas-fired warm air unit 
or gas boiler is installed in a suitable utility room in the 
form of a closet (as small as 2% feet square): Warm air 
is transmitted by ducts to other rooms (or hot water is 
piped to radiators) in the apartment. Operating data on 
a number of projects so heated have yielded quite favor- 
able results, as low as $5.05 a month in a manufactured- 
gas district. One set of data from Cleveland showed a 
saving over central hand-fired coal plants; even though 
gas for water heating and cooking was included in the 
cost of gas heating. 

An additional and sometimes important by-product of 
this type of system is the freeing of basement space for 
storage or other purposes. 


Unit heaters and ventilators 


Similar vertical units are available in the form of unit 
heaters or unit ventilators containing filters and a fan, 
and fed from a central source of heat, either steam or hot 
water, with the heated air supplied through ducts to rooms 
in the apartment. 

Still another type unit is a room device resembling a 
unit ventilator and designed for installation under a win- 
dow, and containing extended heating surface, a blower, 
and a filter. The heating surface is supplied with hot 
water from a central plant in the winter; in summer cold 
water can be circulated from wells or from a central re- 
frigerating plant, the unit being equipped with a drip 
pan and drain for carrying away summer condensation. 


Baseboard radiator possibilities 


A recent development in heat-emitting equipment for 
houses will undoubtedly find many applications in apart- 
ments; this is the baseboard radiator or convector. The 
baseboard radiator consists of a cast iron radiator of base- 
board height and extending the length of at least one wall, 
made up of sections assembled by nipples as in the case 
of a conventional radiator. Hot water is fed into one end 
and the return taken from the other. In the case of the 
cast iron unit the device is primarily a radiator, the sur- 
face being flat. Another type, not yet available for apart- 
ments, is actually a very low convector with a flat steel 
enclosure emitting radiant energy while air is taken in at 
a slot in the bottom and passed over extending heating 
surface to be emitted at the top. Both of these types have 
the advantage of freeing the room of standing radiators, 
particularly under windows and in corners which occupy 
valuable space to restrict the decorator. Space saving is 
a particularly important point in apartments. 
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Ceiling radiation scheme in conjunction with slab-band struc- 
ture. Alfred Hopkins Associates, Arch’s; Fred N. Severud, Eng. 


Radiant floors or ceilings 


Radiant heating has not as yet been widely employed in 
apartment house construction, probably primarily due to 
the war during which apartment house construction was 
at a low ebb. However, there is no reason why radiant 
heating should not be employed in apartments. 

Where radiant heating is adopted in multi-story apart- 
ments, the use of hot water circulating through pipe or 
tubing coils in the floor or ceiling would apparently be 
desirable. In the case of smaller structures, though, good 
use might be made of warm air, already successfully 
adapted to houses. In this case, the warm air is circu- 
lated in a chamber about 3 in. deep created by a false ceil- 
ing; several sheet metal strips, on edge, divide this chamber 
into passages so that the air is forced into all corners. The 
ceiling then becomes the radiant- heat -emitting body. 
Either the supply or return can be centrally located to 
serve several rooms or a whole apartment. 

For hot-water radiant heating, either ferrous or non- 
ferrous pipe can be employed. Whether ceiling panels or 
floor panels are to be adopted depends on the individual 
case and also on technical points still somewhat contro- 
versial. These systems can be nicely controlled by the 
mixing valve type of control previously described. Man- 
ual control of individual room conditions can be provided 
for by a valve in the piping to each room. 


AIR CONDITIONING 


In the extremely northerly regions of the United States 
there is no particularly heavy demand for summer air con- 
ditioning in apartments, but this feature is highly desir- 
able within a few hundred miles of the north boundaries. 
Air conditioning is of considerable importance in apart- 
ments in such regions as St. Louis, Kansas City, and 
Texas where the number of degree-hours over 85° reaches 
a maximum, and in the humid southern regions. 

A large number of possible combinations of equipment 
are available for air conditioning apartments in these re- 
gions where the contemplated project warrants the ex- 
penditure. The simplest method might be to employ room 
air conditioning units or room coolers furnished either by 
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the owner or the tenant. These self-contained units reject 
both the heat and moisture to the outside air rather than 
through drains for the condensation. The postwar room 
cooler is a considerably improved device compared with 
the prewar models and, in addition, indications are that 
the price will be lower. 


High velocity central system 


Another possibility as a central air conditioning system 
used both for winter and summer would be the system 
employing small ducts or pipes carrying high velocity re- 
frigerated air to room units where, by jet action, the cold 
air would be mixed with room air and introduced into 
the room at moderately cool temperatures. 

This system, designed specifically for multi-story proj- 
ects, controls the dewpoint of the air in a basement con- 
ditioner. At the same point the air is cleaned (and 
humidified, if necessary). The only air handled by the 
main conditioner, then, is the outside air taken in. The 


High-velocity central air conditioning system, showing compact 


riser replacing bulky supply ducts, saving space ( from Carrier) 


cooled air is forced, at a pressure of 7 or 8 inches of water 
at a high velocity, through circular conduits not over 6/5 
inches in diameter, to the rooms. The 6!5-inch conduit 


riser will serve 12 to 15 floors. Since only outside air is | 


being handled, power costs are not excessive. In the room 
units, chilled water is circulated through heat transfer 
surface (in summer) to bring the air mixture to the final 
desired temperature. This chilled water circulation is 
through a valve controlled by a room thermostat. The 
same method is used in winter when warm water is cir- 
culated. It is claimed that only 15 or 20 per cent as much 
duct space is used with this system as with the usual 
duct system. 


Heat absorbers 


Where a source of heat energy at a lower cost than 
electrical energy is available, an absorption type refrigera- 
tion machine could be successfully employed. Many of 
these have been used for long periods in the Southwest 
on a trial basis, and will soon be available nationally. 

This device contains a closed circuit of two liquids 
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which require heat to dis-associate them and absorb heat 
when they combine. The heat can be in the form of 
steam, produced in any conventional boiler. A heat ex- 
changer is used to absorb the heat from air in a duct sys- 
tem, which is also used for heating in the winter. 

Mention has been made of closet units for individual 
apartment heating. The same principle is used for air 
conditioning, with any of many types of unit air condition- 
ers, supplied with chilled water in the summer and hot 
water in the winter from a central plant. 

In certain climates, ice for air conditioning is not out of 
the question, especially where the load factor is low. 


INSULATION 


Insulation is not, usually, given the same consideration 
in apartments as in dwellings. There is, however, the same 
justification for it, and it ordinarily becomes a matter ol 
economics whether insulation is desirable or not. 

Entirely aside from the question of probable fuel sav- 
ings, insulation produces an advantageous condition which 
has not been sufficiently publicized. This is a feeling of 
comfort due to the warmer inside surface temperatures 
on outside walls. When insulation is used, this surface 
temperature is higher than when it is not used, so that 
there is less radiation from the human body to the outside 
wall—the reverse of radiant heating. As a result, the body 
will feel equally comfortable at a slightly lower air tem- 
perature. 

It can be shown that the physical environment, as Meas- 
ured by operative temperature,* is practically identical in 
a cubical room with 2 exposed areas or walls, when the 
air temperature is 72? with the two uninsulated walls 
having a heat transmission coefficient (U) of 0.32 as with 
an air temperature of 71.5? and an insulated wall having 
a coefficient of 0.14. The practical significance of this is 
that the heat loss equation is reduced from 72—43.6 — 28.4? 
to 71.5—43.6=27.9°, or 1.76 per cent on an average for 
the whole heating season in New York, for example, where 
the average heating season temperature is 43.6°. This, of 
course, is in addition to the savings accruing from a de- 
crease in the U value from .32 to .14. 

The same reasoning as to radiation applies to windows. 
A window of large area has a very low surface temper- 
ature; in New York, an average of 54.2? with 72? inside 
and 43.6? outside. As a simple example, let us use the 
cubical room assumed in the foregoing instance. With 
two insulated outside walls and with one-half of one out- 
sidé wall in glass, the operative temperature would be 
70.32. If double windows are substituted, an air temper- 
ature of 71? and insulated walls but single windows, will 
give the same operative temperature as 72? with unin- 
sulated walls and windows. 

In most cases the architect would not be especially con- 
cerned with this small saving. Instead he is interested in 
producing the better environment; that is, by maintaining 
the same air temperature and reducing the radiation loss 
from the body. 


* A term defining the physical environment, and originated at thc 
John B. Pierce Laboratory of Hygiene. Unlike "Effective Temper- 
ature," which was based on "cold" walls, this term is a composite 
of air temperature, air velocity and mean radiant temperature of 
surroundings. 


LOW-RENT APARTMENTS 


OF MINIMUM HEIGHT 


George Washington Carver Apartments, Chicago, Illinois 


Skidmore, Owings & Merrill, Architects and Engineers 


Іхткороскр as а counterpiece to the 13- and 14-story New 
York apartment types dealt with in the main part of this 
Building Types Study, we have here a pleasant block and 
a half of 2-story apartments and row houses on less expen- 
sive land in Chicago. A feature of the plot plan is that it 
eliminates the customary back alley with its associated 


clutter and substitutes plenty of garden space and easy 
cross access throught the center of the plot. The two-story 
apartments have a nice distance from the street and the 
row houses are given even more front spacing, set off 
from the street with a front garden wall. 

The project is bounded at the right by a temporary wall. 
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Porrtine aside the question whether it is the best social 
policy to segregate Negroes in housing developments of 
their own, there is no question that these accommodations 
are vastly superior to those which have been available for 
them. In the apartments each tenant has his own furnace, 
one serving the first floor and the other the second. Row 
houses have a nice feature in the sheltered ground area 
and the second floor porch. 


At left: Row-house plans. Center, typical cross-section showing 
row-house sheltered area and second-floor porch. At right: 
Basement and first floor plans of apartment houses; second 
floor is virtually identical with the first 
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ROOFING ON WOOD SHEATHING 
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ONLY CELO-SIDING GIVES YOU 
ALL 4 IN 1 APPLICATION! 


Yes .. . Celo-Siding’s 4 major advantages in 1 material 
are unmatched when the problem is one of speedy, 
economical construction. 


'Thats why more and more progressive architects 
specify Celo-Siding in their plans for factories, ware- 
houses, farm buildings and garages. In one application 
they achieve sheathing, insulation, exterior finish and 
structural strength. 


Obviously, you can build more in less time when 
there is but one material to buy and apply. When 
Celo-Siding is nailed to the framework and caulked, 
the job is finished. That means a saving in labor, too! 


Best of all—Celo-Siding requires no painting, no 
maintenance. Its mineral-granule surface presents a 
good looking, durable finish that withstands rain, 
snow, sleet and broiling sun. 


Equally important is the remarkable insulating value 
of Celo-Siding. It provides heat-retarding walls that 
make interiors warmer in winter, cooler in summer, 


and easier to heat. 


Write to Celotex, Dept. AR-146, Chicago 3, Illinois, 
for full particulars as to how Celo-Siding may be 
adapted to your building problem. 


Zuich “Pacts ON CELO-SIDING 


Tongue and Groove joint on long 
edges of 2 ft. x 8 ft. panels. 

Core of genuine Celotex Cane Fibre 
Board furnishes structural strength 
and insulation. 

All edges and sides sealed against 
moisture by coating of asphalt. 

Extra coating of asphalt on exterior 
side, 

Exterior surface of firmly imbedded 
mineral granules, providing durable, 
colorful finish, 

Colors: Green or Bufftone. 
Sizes: 56” thickness—4 ft. x 8 ft. with 
square edges. 

7$" thickness—2 ft. x 8 ft. with 
T & G joints on long edges. 

78" thickness—4 ft. x 8 ft. and 4 ft. 
x 10 ft. with square edges. 


THE CELOTEX 


CORPORATION 


. CHICAGO 3, 


ILLINOIS 
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FOR AUTOMATIC FIRING... 
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44 MILLS 
BOILER 


“Mills” boilers have capacities from 
600 sq. ft. to 11,400 sq. ft. of in- 
stalled steam radiation. 


—Smith_ 


CAST-IRON BOILERS 


Smith-Mills Mills Boilers for 
Residential Units Medium Size Jobs 
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у MILLS BOILERS 
take the lead! 


For years H. B. SMITH “MILLS” boilers have been acknowl- 
edged as the leaders in their field. Now, more and more 
engineers are coming to realize the reasons why these units 
are uniquely suited to installations where top performance 
with oil; gas or stoker is a No. 1 requirement. 


Here are just a few “Mills” exclusive features. Think them 
over carefully before selecting a boiler for that important job 
you are figuring now. 


WATER TUBE construction promotes efficient water 
circulation, fast steaming. 


MORE prime heating surface than any other boiler 
of comparable physical dimensions. Assures a high 
degree of heat absorption and hence high operating 
efficiencies at 100% of rating. 


MADE of rugged cast iron for long service, low 
maintenance. 


HEADER TYPE CONSTRUCTION minimizes pos- 
sibility of mid-season breakdown. 


CONVERTIBLE from one fuel to another both 
easily and inexpensively. 


Write for free catalogue 


Tue H. B. Ѕмітн Co., Inc.  WEesrrrELD, Mass. 


Offices and Sales Representatives in Principal Cities 


Large Installations 


42 and 60 Smith Boilers for Smith Hot Water Supply 
Boilers 
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ELEVATOR CAB DETAILS From apartment house planning standards 
of the New York City Housing Authority, 


W. С. Vladeck, Chief of Project Planning 
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DAY-BRITE PRESENTS 


TURA TOP 


THE ADVANCED INDUSTRIAL 
FLUORESCENT LIGHTING UNIT 


e Massive turret-type design 

e Streamlined housings are one piece of die-drawn steel 
e No danger of misalignment or loose parts 

e Fewer parts—all easily accessible 

e Convenient for pipe or chain suspension 


e Open or closed end, life-long porcelain enameled steel 
reflectors—rigidly fastened but quickly detachable 


e Fixtures available for two and three 40-watt or two 
100-watt lamps 


May we send you our new Bulletin 30-B with com- 
plete details? 


Day-Brite Lighting, Inc., 5465 Bulwer Avenue, 
St. Louis 7, Mo. Nationally distributed through 
leading electrical supply houses. 


In Canada: address inquiries to Amalgamated 
Electric Corporation, Ltd., Toronto 6, Ontario. 


IT'S EASY TO SEE WHEN IT'S 4 


DAY-BRITE 


E4 


{ ( í L [| 
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From apartment house planning standards 
of the New York City Housing Authority, 
W. C. Vladeck, Chief of Project Planning 
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ASBESTOS IN ACTION 
WITHSTOOD BOTH 


HURRICANE 


* 
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wi juvecture of is ky era у must open 


renal. 
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ement 4 


BETTER THAN we had anticipated 


... the outstanding performance of K&M 
“Century” APAC used as sheathing on the 
hangar doors of the Richmond, Fla., Naval Air ; me MIE ities OF jobs. YET NOR 
Station. While the hangars themselves were К, unt wT AY MONS 

completely destroyed by the fire and hurricane oer a’ UR INDUST tho 
of September 16th, the doors remain intact. On- 


x stalls. f 
ай 

E" construction rep 

w 


out restrictions: 


the-scene estimates indicate that only 5% of Nature made slt EASBEY x | 
the APAC sheets were damaged . . . necessitat- КТ. Mant * AMBEL 

4 H " 5 М a anim oM М 

ing repairs of а very minor nature, considering D ч 


the magnitude of the disaster. LET THIS 
OUTSTANDING BUILDING MATERIAL This advertisement originally 
GO TO WORK FOR YOU. appeared in April 1945 


KEASBEY & MATTISON 


COMPANY - AMBLER * PENNSYLVANIA 
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The World's Outstanding Libraries Equipped with 
n: p bed hes rte a SNEAD POOKSTACKS design, and may also save you 


the necessity of duplicating ex- 
Mobilwalls reads like a pensive development work al- 
"Who's Who" of the world's and M BILW ALLS ready performed successfully 
outstanding libraries. aaa for others. 
Snead & Company designed and built the metal x ' Whether you are planning a new library, a re- 
bookstacks for the original Library of Congress AE arrangement, or even the simple addition of a 
almost 50 years ago, and since then, many of = s few sections, it will pay you to consult us. We 
the major improvements in stack construction à will gladly cooperate in the preparation of plans 
were developed by this progressive organization. since 1849, the and specifications without obligation. 
A wealth of experience gained through genera- Snead symbol of Send for the Snead Bookstack Catalog contain- 


lasting beauty, 


tions of library specialization provides ample as- quality and prog- ing valuable facts, plans, engineering data, and 
- . ress in metal con- + „ай 
surance against costly mistakes due to unsound исон illustrations. 


SNEAD & Company „i s o е. FOUNDED 1849 


Designers, manufacturers and erectors of library bookstacks and steel partitions 


Sales Office: 96 Pine Street, JERSEY CITY 4, N. J. Main Office and Plant: ORANGE, VA. 
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welded steel frame, brick exterior and 
continuous sash in side walls and 
monitors. Air conditioned offices at one 
side of the principal facade will be 
balanced by truck loading docks on the 
other. 


Plastics Laboratory 


Plans for a new plastics laboratory 
at its Parlin, N. J., plant have been 
announced by Hercules Powder Co. 
The laboratory will serve as head- 


quarters for the company's develop- 
ment and research work on plastics. 
It will have facilities for compounding 
finished plastics for testing, and will 
be set up in such a way that customers 
who buy basic materials from the com- 
pany can see new techniques applic- 
able to their work demonstrated, and 
can work with the laboratory chemists 
on their processing problems. Plans 
include several constant-temperature 
rooms in which plastics qualities can 


e 


+ 
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„ Thirty-first of a series of 

KITCHEN PLAN NO 31 successful mass - feeding 
= = kitchen plans. 

Designed to serve several hundred daily meals at Robin- 


son Hall University of Vermont, this kitchen plan is 
notable for its compact flexibility. 


PLATEORM ü KEEP FOR 
& — HANDY 
d REFERENCE 
ар TO DINING 
ROOM 
A COOKING 
[|| EQUIPMENT USED: 
STEAM = (a)l No. 959 Blodgett 
TABLE || T]! № gas-fired roasting 
i and baking oven 
eel т (b) 1 Gas-fired deep fat 
TOASTER [] iE fryer ' 
- (c) 2 Heavy duty gas- 


fired ranges 
(d) Salamander broiler 


(e) 1 Gas-fired toaster 


REFRIGERATOR 


LOBBY 


TOILET 
Trownacas DATA 
IDEAS — ADVICE 
INFORMATION 


CONSULT YOUR 
FOOD SERVICE 
EQUIPMENT DERLER 


HE IS AN EXPERT ADVISOR 
AND COUNSEL 


Designed by: H. P. Rung, Consultant 
Kitchen Equipment 
Nathan Straus-Duparquet, Inc., New York, N. Y. 


The small kitchen with deversified menu finds the com- 
bination baking and roasting oven such as the NO. 959 
BLODGETT UNIT used in this layout, particularly adapt- 
able to its needs, This oven has two separately con- 
trolled sections, one with two baking compartments and 
one with a 12” high roasting compartment. For details 
and specifications of BLODGETT OVENS consult your 
equipment house or write 


The G. S. BLODGETT CO, Inc. 
50 Lakeside Avenue 


Reprints of this new series will soon be available to architecis on request. 


Burlington, Vermont 


а 


be tested under conditions specified by 
customers. Both cold and heat tests 
will be possible, with the temperatures 
in the testing rooms ranging from 
minus 70? to plus 180° F. 

The building will be T-shaped, with 
the head of the T one story high and 
the leg two stories high. Laboratories 
will be located on both floors. Offices, 
a conference room and high-tempera- 
ture equipment will be on the second 
floor, while cold-storage rooms, elec- 
trical equipment rooms and a machine 
shop will be on the first floor. Walls 
will be tile-lined, floors concrete. Air 
will be filtered to insure freedom from 
contamination by dust and dirt. All 
electrical equipment will be explosion- 
proof. 


Offices Addition 


E. I. duPont deNemours & Co., Inc., 
has announced plans for the construc- 
tion of an 18-story third section to the 
Nemours Building in Wilmington, 
Del. The building will be completely 
air conditioned. Voorhees, Walker, 
Foley and Smith are the architects, 
with Frederick A. Godley as associate; 
the contract has been awarded to the 
Turner Construction Co. 


Weaving Plant 


The Lumite Division of the Chico- 
pee Mfg. Corp. of Georgia has an- 
nounced plans for a new weaving 
plant at: ‘Cornelia, Ga., for which 
ground was: broken late in October. 

A one-story building of modern de- 
sign, the new plant will be devoted 
exclusively to the weaving of Lumite 
plastic fabrics, is expected to be in 
operation early in 1946, L. W. Robert 
& Co., of Atlanta, are the engineer- 
designers; Daniel Construction Co., 
Greenville, S. C., the contractor. 


STANDARDS 
Light Gage Steel 


Research which the Committee on 
Building Codes of American Iron and 
Steel Institute has been sponsoring since 
1939 at Cornell University has pro- 
vided sufficient data for presentation 
soon to the engineering profession in 
a specification for the design of light 
gage steel structural members, it has 
been announced. When available, the 
specification will provide a basis upon 
which to design with light gage sheet 
and strip steel. It will include pro- 
visions which distinguish between the 
behavior of stiffened and unstiffened 
flanges and their relative load carrying 
capacities, 


Dimensional Coordination 


'The American Standards Association 
has approved an American Standard 
on the basis of which building ma- 

(Continued on page 104) 
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vailable for 2 and 3—40 watt Lamps 


So or Instant Starting Ballasts — — 


“Туре TX-40" Embodies All the Advantages Found 
in All BENJAMIN FLUORESCENTS 

Benjamin Life-Time Porcelain Enamel 

Built-Like-A-Battleship Construction 

Easier Installation and Maintenance 


electrical standards and specifications. 
| puus a 


У SPECIAL RUST RESISTING HOUSING. Entire exterior of unit 
is single coated with gray porcelain enamel over a ground coat for 
extremely high resistance to rust. Inside section porcelain enameled 
with two white coats over a ground coat. 


ONE PIECE REFLECTOR HOUSING 
for durability and long life. 


v REMOVABLE PORCELAIN ENAMEL 
STEEL PLATE on which control equip- 
ment is mounted forms the reflector top; 
removable by releasing two screws for 
easy wiring or inspection of ballasts. 


Humid, Damp and Dusty Locations 
call for this new one-piece Fluorescent 


Lighting Unit .... the new 


Certified Conformance to highest illumination, mechanical and ` 


@eeeeves®*eneneeeenos 


TXw 


. . . the all-porcelain enamel 
rust-resisting unit. 


Rusr and other problems due to humidity and dust 
meet their master in the new Benjamin “Туре ТХ-до” 
Now, even the most humid locations can be econom- 
ically provided with fluorescent illumination through 
lighting units especially designed and constructed for 
such purposes. 


“Type TX-40” Fluorescent Lighting units have 
wide applications in textile mills, paper mills, food 
plants, laundries and other process industries. In 
these locations the one piece all porcelain enamel 
construction of the “Туре TX-40” unit provides dura- 
bility and long life operation not possible with or- 
dinary units. For complete data on these units and 
other Benjamin Fluorescent equipment . . . write 
Benjamin Electric Mfg. Co., Dept. EE, Des Plaines, Ill. 


Z й PORCELAIN ENAMEL 


LIGHTING EQUIPMENT 


Distributed Exclusively Through Electrical Wholesalers 


ARCHITECTURAL RECORD e JANUARY, 1946 103 


FOR BETTER BUILDING (Continued from page 102) 


———— Óá— —— Á—s—————— ———À 


terials and equipment of coordinated 
sizes and dimensions will be made 
available to construction operations, 
and building plans and details can be 
correlated with such dimensions. 

The new standard is A62.1-1945, 
American Standard Basis for the Co- 
ordination of Dimensions of Building 
Materials and Equipment. Also ap- 
proved is A62.2-1945, American Stan- 
dard Basis for the Coordination of 
Masonry. 


Project A62 was organized by the 
A.S.A. in 1939, with The American 
Institute of Architects and The Pro- 
ducers’ Council, Inc., as joint sponsors. 


Residential Boilers 


A code for rating and testing oil- 
fired residential steel boilers and for 
rating commercial boilers has been 
issued by Steel Boiler Institute, Inc., 
requiring oil-fired residential boilers up 
to 3,000 sq. ft. net rating to show at 


MACOMBER 


STANDARDIZED SERVICE IN 
STEEL CONSTRUCTION 


ROOF TRUSSES 
AND 


STEEL JOISTS 


STEEL DECKING 
AND 


LONGSPANS 


ROOF PURLINS 


MACOMBER — Masters of the One Story 
Steel Building, have a real service for you. 


It includes: 


I—Fabrication and erection of the com- 


plete building. 


2—Fabrication of the roof supporting 
members only where masonry walls 


are used. 


3—A wealth of engineering information 
as a result of specialization in this 
type of construction. 


Here is standardization in steel building products that 
does not limit either you nor the occupant in the kind 
of building that serves his needs best. Your contractor 
knows Macomber products. He will expend far less 
equipment in their erection. If you are interested in 
some helpful suggestions and further information drop 


us a line. 


Ec ANTON e 
MEMBER OF THE STEEL JOIST 


jj 
— CANTON, OHIO —— 
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OHIO 
INSTITUTE 


least 70 per cent over-all efficiency by 
evaporation test when operating at 150 
per cent of net rating. 

Even though test results are attained 
better than the prescribed minimum re- 
quirements, net ratings in sq. ft. of 
steam shall be limited to 17 times the 
sq. ft. of heating surface in a mechanic- 
ally-fired residential boiler. A.S.M.E. 


Boiler Code construction is required. 


Clay Sewer Pipe 


Printed copies of Simplified Practice 
Recommendation R211-45, Clay Sewer 
Pipe and Fittings, are now available 
from the Superintendent of Documents, 
Government Printing Office, Washing- 
ton 25, D. C., for 10 cents each. 

The recommendation lists the variety 
of standard-strength and extra-strength 
pipe and fittings to be considered as 
stock items. 


Stock Fir Doors 


Commercial Standard for Old 
Growth Douglas Fir Standard Stock 
Doors (Third Edition), CS73-45, is 
now a recorded standard of the indus- 


try, effective for new production from 
Sept. 20, 1945. 


A streamlined elec- 
tric water cooler 


of stainless steel 


WATER COOLER 


Pressure bubbler and  bottle-type 
electric water coolers just announced 
are powered by Kelvinator and built 
with one-piece stainless steel cabinets 
and one-piece stainless steel tops. They 
are removable without tools, can be 
operated by foot pedal from sides or 
front. Said to be the first water cooler 
to provide sanitary protection against 
water from the mouth returning to the 
jet, and the first bottle-type cooler with 
a fully enclosed and refrigerated bottle. 
The Coolstream Corp., 55 W. 42nd 
St, New York 18, N. Y. 


HOME PLANNING MODEL KIT 


As an aid to home planning, the 
Plan-A-Home Model Kit offers a sim- 
ple method of building a scale model 
of a four- to eight-room house, com- 
plete with furniture in place. All that 
is necessary is to lay the footings and 
insert the precut wall sections. Changes 
in the plan may be made easily by 
moving the footings. Plan-A-Home 
Model Co., Elkhart, Ind. 


Years of service have not lessened the attractive "spick and 
span" appearance of the stainless steel steam tables and 
other equipment in this hospital staff kitchen. 

Constant use has demonstrated that stainless steel not only 
appears clean, but is easily kept clean. The smooth, hard 
surface of stainless steel is resistant to rust and corrosion, 
and does not easily dent or scratch. 


Other uses of stainless steel are described in ELECTROMET REVIEW, published 
by ELECTRO METALLURGICAL COMPANY, a Unit of UNION CARBIDE AND CARBON 
CORPORATION. ELECTROMET does not make steel, but produces the ferro-alloys 
used in its manufacture. If you need this complimentary publication, write 
to ELECTRO METALLURGICAL COMPANY, 30 East 42nd Street, New York 17, N. Y. 
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garding the positions, may be secured 
at any first- or second-class post office 
or direct from the U. S. Civil Service 
Commission, Washington 25, D. C. 


BUILDING PLANS 
ARE ANNOUNCED 


Museum Expansion 


New York City's Metropolitan Mu- 
seum of Art will be greatly enlarged 


and thoroughly modernized under the 
$10,240,000 Diamond Jubilee building 


program recently announcea. 

Projected in connection wit: the 
museum's 75th anniversary in Febru- 
ary, 1947, the reconstruction and ex- 
pansion program consolidates the pro- 
posed new building of the Whitney 
Museum of American Art as part of 
an organic whole of five-museums-in- 
one. 

The five separate wings of the re- 
modeled museum will house respec- 
tively (1) Ancient Art, (2) Oriental 


PLUGMOLD 


THE WIREMOLD PLUG-IN-ANYWHERE 
CONVENIENCE OUTLET SYSTEM 


'OARD 


No. 2100 
PLUGMOLD 


No. 1900 
PLUGMOLD 


PLUGMOLD brings a new conception 
of convenience and utility to wiring of 
factories, hospitals, offices, stores, hotel 
rooms and homes. "All the outlets needed 
exactly where they are needed”... with 
ability to add, relocate or remove outlets 
in a matter of minutes. 


Plugmold continuous outlet system built into the baseboard 
at chair rail height, and installed at baseboard height. 


"RE ELI 


Y cataros ue 
van 
" 
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Full detailed information con- 
cerning Plugmold Systems is 
available in new bulletins and data 
sheets. We shall be glad to send 
you these upon request to 

THE WIREMOLD COMPANY 
HARTFORD 10. CONN. 


Tomorrow's Metropolitan Museum of Art 


Art, (3) American Art, (4) Decorative 
Arts, and (5) the Picture Gallery. 
Architects are Robert B. O'Connor and 
Aymar Embury II. The new Whitney 
Wing will be built and endowed under 
terms of a bequest by Mrs. Harry 
Payne Whitney; Noel & Miller are the 
architects. 


New Medical Center Planned [or Beirut 


Beirut Medical Center 


Plans for the construction of a Medi- 
cal Center at the American University 
of Beirut, Lebanon, at an estimated 
cost of $2,500,000, have been an- 
nounced by Albert W. Staub, Ameri- 
can Director of the Near East College 
Association, Inc. 

The new Center will increase the 
bed capacity of the present hospital by 
more than 250 per cent, make possible 
the training of 25 per cent more medi- 
cal students, and treble the size of the 
Nursing School. It will also provide 
accommodations for guest research fel- 
lows in tropical medicine. W. Stuart 
Thompson, of New York, is the archi- 
tect. 

The building is designed with four 
main wings and two cross wings, will 
have a reinforced concrete frame with 
concrete blocks and curtain walls cov- 
ered with cement stucco. An unusual 
feature is the outdoor waiting room 
provision—a loggia in the front of the 
hospital, and a visitors’ garden in the 
rear. 


Navy Research Center 


The Charles H. Tompkins Co. of 
Washington has begun preliminary 
work in preparation for the construc- 
tion of the main buildings of the 
Naval Ordnance Laboratory’s new re- 
search center at White Oak, Md. The 
contract, totaling — $4,813,000, was 
awarded the Tompkins Company for 

(Continued on page 108) 


Tue COPPER ROOF on this beautiful court house at Dedham, Massa- 


chusetts was installed about 1898... with copper supplied by The 
American Brass Company. A recent examination of the roof disclosed 
that the copper is in excellent condition. Records of maintenance are 
available only for the past 18 years, during which time no trouble 


has been experienced whatsoever. 


For long-lasting roofs that increase in beauty with the passing years, 


consider the many advantages of copper. ишә 


THE AMERICAN BRASS COMPANY General Offices: Waterbury 88, Connecticut 


Subsidiary of Anaconda Copper Mining Company * In Canada: ANACONDA AMERICAN Brass LTD., New Toronto, Ont. 
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construction of a group of structures 
which will include the administration 
building, the photographic laboratory, 
spherical field laboratory, long field 
laboratory, officers quarters, Marine 
barracks, and a portion of the roads 
which will connect the numerous units 
in the 938-acre area. 

Fifty permanent buildings are 
planned for the new center, which the 
Naval Ordnance Laboratory will use 
for the peacetime continuance of scien- 


tific experiments in connection with 
under-water' ordnance. More than a 
dozen of the smaller buildings already 
have been completed, and a $300,000 
boiler plant will be ready shortly. Cost 
of the entire project will be approxi- 
mately $15,000,000. 

Included in the buildings now in 
operation are six magnetic laboratories, 
located in a remote section of the 
White Oak property away from all 
local media of interference. They con- 


e» thanks to special Pella hinge 


design and rigid steel frame 


Here is a line of casement units with full 28” sash 
openings. Heights run from 2’- 4V2" up to 4’- 514”. 
These attractive stock-size units are helpful in solv- 
ing many problems of design and proportion. 


Pella special design hinges provide an extra long 
51⁄4” plate for screwing into the solid wood top and 
bottom sash rails. Butt plate is riveted to the welded 
steel inner frame of Pella casement units. Hinge 
extends to allow washing from inside. Tamper-proof 
when closed. A special mortise and tenon sash joint 
gives greater gluing surfaces. Joints are also steel- 
dowelled. Sash is made from genuine White Pine 
full 134” square and toxic-treated. Pre-war installa- 
tions have demonstrated these 3-light wide Pella 

<= саѕетепіѕ to be thoroughly practical 
on all counts. 


PELLA 3-LIGHT WIDE SASH easily 
supports weight of 300 Ib. man with- 
out springing sash "out-of-true." 


pe 
es 

Pree FOR YOUR FILE! 
22 separate pages of scaled Pella 
casement details for all types of 
installations. Send for your FREE 
set today. Write: ROLSCREEN 
Company, Dept. E-115, Pella, Ia. 


CASEMENT 


ROLSCREENS — the origi- 
nal roller-type inside screens. 
The ultimate in screen effi- 
ciency and convenience, 


DUAL GLAZING—a single 
panel type that mounts on in- 
side of sash. Inconspicuous. 
Easily removed for cleaning. 


Mads by makers of Famous Pelle ROLSCREENS and Pella VENETIAN BLINDS 
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i gets 
U. S. Navy photo 
Naval Ordnance Laboratory, White Oak 


tain no properties which would tend 
to create disturbances during experi- 
ments, and are devoid of red brick, 
which contains iron oxide, and rein- 
forced concrete, which requires the use 
of iron rods. Downspouts, radiators 
and nails are all of copper. 

One of these magnetic buildings, the 
Quiet Laboratory, has no electric lights, 
water pipes, or other ordinary facili- 
ties which could in any possible way 
interfere with the work on magnetic 
weapons and counter-weapons. 

Architects for the new Laboratory 
are Eggers and Higgins, of New York 
City, with Taylor and Fisher, of Bal- 
timore, associates, working in collabo- 
ration with the Navy Department's 
Bureau of Ordnance. 


Plastics Warehouse 


The projected $15,000,000 expansion 
in plastics production facilities of The 
Dow Chemical Company, Midland, 
Mich., is planned around a three story 
plastics warehouse with production 
wings attached on either side. The 
original portion of the warehouse will 
be 240 by 320 ft., containing approxi- 
mately 5 acres of floor space. This can 
be extended “almost indefinitely” and 
at the same time any required number 
of production wings can be added 
along the sides. A double track rail- 
road is provided through the entire 
length of the warehouse, and bulk ma- 
terials will be gravity fed to cars from 
the second floor of the structure. Truck 
docks on each production wing ad- 
jacent to the warehouse will allow effi- 
cient movement of materials. 


R.I.A. AGAIN ACTIVE 


The Reunions Internationales D'Ar- 
chitectes has resumed its activities, 
with headquarters in the Grand Palais, 
Porte E, Cours-la-Reine, Paris, France. 
According to the statutes of the or- 
ganization, its object is "to create and 
strengthen intellectual, artistic and pro- 
fessional bonds between architects and 
artists of different countries, schools, 
formations and tendencies.” All archi- 
tects are eligible for membership with- 
out distinction of nationality, age, sex 

(Continued on page 110) 


THE BOOK YOU VE WAITED 


WATER LILY 


The Opportunity to Own This 779-page Book That Will 
Save Your Time and Temper in Finding 
Those Hard-to-locate Facts 


Those world-famous DATA SHEETS are now available in a single bound 
volume. Thousands of 4-volume loose-leaf DATA SHEET Libraries have been 
sold at almost twice the cost of this book and are used all over the world. For 11 
years these fingertip facts were a regular feature of Pencil Points. Now for the 
first time you can get them in one handy volume to speed up working drawings 
and specifications. 

The DATA SHEETS contain much original material available in no other archi- 
tectural reference work. These pages are not just reprinted catalog drawings. The 
book is packed with the results of original research in quick, easy-to-use form. 

An index of hundreds of entries makes it lightning fast to find what you want to 
know from this fat, fact-packed handbook. When you look for a subject in this index 


A wealth of material including valuable in. Уоч won't find those irritating words "see something else”! Even the thumb cut is 
formation on manufactured products is in. designed to help you get into the index instantly. 
cluded within the covers of this single book, 


together with hundreds of sheets originally HOW TO GET YOUR BOOK "Tli pespavation of Uds 
appearing in Pencil Points. Elusive facts, 
hard-to-remember facts, buried facts, appear 
on these subjects:— 


information took many 


Restrictions on paper and shortages of bookbinding mate- 
rials have limited the size of this edition. To be sure of 
getting your copy order it today. Use the handy form below. 


years and cost thousands 
of dollars. Every page is 
packed with useful and 


l. Materials in General As soon as we receive your order with the remittance of hard:5o:Jocate facta. ny 
2. Structural Design $5.00 for each copy (plus 5c sales tax if for delivery in ones Wis TTO pages da 
3. Mathematics New York City), we will send your copy postpaid. When this book may save you 
4. Planning Data this edition is exhausted wartime restrictions may prevent more dan the.cost of the 
5. Mechanical an immediate reprinting. This book is handsomely bound entire work in time and 
6. Construction Details in red cloth with silver stamping. Strong paper stock will annoyance—yetitis yours 
7. Drafting Helps allow unusually hard use—and you will be using this for about 7c per page! 
8. Furniture and Furnishings book constantly! 

жин шини шыш eee ee ee eee eee ee ee ышын eee eee ee ы eee = 

| REINHOLD PUBLISHING CORP., Book Section, 

330 West 42nd Street, New York 18, N. Y. 

Enclosed find $.......... RTT copies of Don Graf DATA SHEETS bound in book form 

1 understand that delivery will be made to me postpaid as soon as published, (Include 5с sales 

tax for each volume for delivery in New York City.) No C.0.D. orders, No foreign orders accepted 

at this special price, 
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or professional formation. Activities in- 
clude congresses, organized as study 
cruises or trips, and exchange of ex- 
hibitions, publications, documentations, 
students, etc. 


PRODUCERS’ COUNCIL MEETS 


The nation’s home builders are 


pledged to hold the line on prices of 
new homes as a means of preventing 
inflation, and have agreed to give pref- 
erence to veterans wherever possible in 


the sale of homes so long as the acute 
shortage continues, Joseph E. Merrion, 
president of the National Association 
of Home Builders, told the Producers’ 
Council at their recent three-day meet- 
ing in Cleveland. 

Highlights of other addresses: 

The nation’s farmers are expected to 
spend nearly $2.5 billion for new 
buildings and other construction dur- 
ing the next six years, prophesied 
Chris L. Christensen, vice president of 


lö Sai SLABS 
otorgat 


ORNAMENTS 
LETTERS 
DESIGNS 


COLORED 
VITREOUS 
AGGREGATES 


8-0 MAXIMUM 


, ^ SPANDREL 
SILL AND SOFFIT 
COMBINED 


* 2 inches THIN... 
units up to 100 sq. ft. 


* VARIED SHAPES . . . Curves, angles, 
reveals, etc., cast integral with slabs 
. Anchors securely fastened to 

the reinforcing. 


_ SEE OUR CATALOG IN SWEET'S OR 
_ WRITE NEAREST MANUFACTURER 


MO-SAI 


New Haven, Conn........... The Dextrone Co.......... P.O. Box 606 
Cambridge Cement Stone Co.....156 Lincoln St. 
Philadelphia, Pa.....Formigli Arch’l Stone Co.....R. E. Trust Bldg. 
m Economy Cast Stone Со.......Р. О. Вох 1223 
Greensboro, М. C....... Arnold Stone Co., Inc.......P. О. Box 477 
EAR Badger Concrete Со...........191 Marion St. 
Salt Lake City; Utah Otto Buchner & Co. 640 Wilmington Ave. 


Boston, Mass 
Richmond, Va 


Oshkosh, Wisc 


Cast in large 


* For NEW construction & Remodeling. 


ASSOCIATES 


Cleveland,.O....... The Geo. Rackle & Sons Co....... Newburg Sta. 


' MO-SAI ASSOCIATES was founded in the year 1940 


to standardize, improve and promote architectural 
slabs under the one name "Mo-Sai", Reg. U.S. Pat. Off. 


the Celotex Corp. and chairman of the 
Farm Buildings Committee of the 
Council. 

The volume of new construction 
next year is estimated at about $7.4 
billion, an increase of 60 per cent over 
total expenditures in 1945, said Charles 
E. Young, economist of the Westing- 
house Electric Corp., and member of 
the Market Analysis Committee of the 
Council. Private building is expected 
to reach $5.2 billion, or 70 per cent of 
the total, according to Mr. Young. 

The supply of building materials 
and equipment next year should be suf- 
ficient to permit the volume of new 
construction to exceed $7 billion pro- 
vided production is not unduly delayed 
by wage and pricing problems, said 
James W. Follin, managing director of 
the Council. 

Close cooperation between architects 
and building product manufacturers, 
as a means of speeding up the accep- 
tance and use of new materials and 
equipment and of reducing construc- 
tion costs, was proposed by James R. 
Edmunds, Jr., president of The Amer- 
ican Institute of Architects. 


MEETINGS ARE SCHEDULED 
Plastics Show 


Featured by a display of products 
by those engaged in that phase of the 
plastics industry, and by special pro- 
gram provisions” whereby specific 
groups will have opportunities to con- 
fer on subjects of particular interest to 
them, the Low Pressure Industries Di- 
vision of The Society of the Plastics 
Industry, Inc, will hold a two-day 
meeting at the Edgewater Beach Hotel 
in Chicago on February 1 and 2. The 
meeting will be staged under the gen- 
eral chairmanship of J. E. Stokes of 
the Bakelite Corp., and Robert J. Brin- 
kema of Egmont Arens heads the com- 
mittee handling display arrangements. 


I.E.S. Convention 


The Illuminating Engineering So- 
ciety will hold its 1946 National Con- 
vention in Quebec, Canada. The meet- 
ing is scheduled for Wednesday 
through Saturday, Sept. 18-21, 1946, at 
the Chateau Frontenac, Quebec. 


PLANNING FOR 
WAR MEMORIALS 


The Music Council of America has 
prepared a brochure on band shells, 
music halls, school music buildings and 
other music facilities suitable for dedi- 
cation as war memorials. The eight- 
page booklet, containing sketches and 
plans, may be obtained gratis from the 
Music War Council of America, Fine 
Arts Bldg., 410 S. Michigan Ave., 
Chicago 5, Ill. 


(Continued on page 112) 


Mesker proudly presents the newest in its 
series of design books for architects... the BOOK 
OF INDUSTRIAL WINDOWS. To be released 
in February, this book focuses the advance think- 
ing of one of America's foremost architects in the 
broad field of industrial design. Factories large 
and small, power plants, transportation term- 
inals, dairies, laundries, super-service stations, 
metropolitan garages and motor-car dealers' 
buildings are only a few of the many ideas in 
these inspiring pages. Coupon will bring your 


reserved copy as soon as it is off the press... 


"B Address 
e 


- and yours 
for the 
asking . . . 


—— o m © m © m e 


Ф MESKER BROS., Dept. ARI6 _ e 
{ 428 SOUTH SEVENTH ST., ST. LOUIS 2, MO. 


e X Without cost or obligation, mail me your new ә 
Book of Industrial Windows. 


Architect 


{ City State. 
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CONSTRUCTION GAINS 


Substantial gains in construction 
contracts in October, probably attribu- 
table in part to the removal of all fed- 
eral restrictions on building on October 
15, were reported for the 37 states cast 
of the Rocky Mountains by F. W. 
Dodge Corp. The total of all contracts 
awarded during the month was $316,- 
571,000 a gain of 13 per cent over Sep- 
tember and 118 per cent over October 
of last year. 


During the period October 16-31, 
immediately following removal of 
WPB Limitation Order 41, contracts 
totaled $175,771,000 compared with 
$71,556,000 in the corresponding pe- 
riod of 1944. For this comparative 
period nonresidential construction in 
1945 was up 216 per cent, residential 
building gained 172 per cent, and 
heavy engineering construction com- 
prised of public works and utilities, in- 
creased 36 per cent. 


MAXIMUM 
FUEL SAVINGS 
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BARBER-COLMAN 


Whew ЈУ и tun 


Feonestal 


This efficient, durable, and highly flex- 
ible instrument is designed to control 
the operation of a motor-driven valve 
(with central steam plant heat supply) 
or an oil or gas burner or stoker (where 
the building has its own heating system) 
so as to regulate the heating of a build- 
ing in accordance with changes in outdoor 
temperature by supplying heat at inter- 


vals. It will avoid overheating and main- 
tain more uniform temperature — thus 
achieving maximum fuel savings. Simple 
adjustments cover length of cycle, oper- 
ating range, calibration, night tempera- 
ture depression, and morning warm-up 
to suit individual building conditions. 
A new circular gives complete details—get 
it from your Barber-Colman representative. 


BARBER-COLMAN COMPANY 


1232 ROCK STREET * 
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ROCKFORD, ILLINOIS 


The construction volume for the first 
10 months of the year aggregated 
$2,598,531,000 compared with $1,640,- 
685,000 in the same period of 1944. 
Construction for private accounts, as 
differentiated from publicly owned 
construction, represented 54 per cent 
of the total, as against 26 per cent 
in 1944. Residential construction 
amounted to $388,950,000, a gain of 
22 per cent over 1944. Nonresidential 
building amounted to $1,449,185,000, 
an increase of 104 per cent. 


HOME BUILDERS’ 
SCHEDULE EXPOSITION 
Many developments resulting from 
the wartime research of building and 
home appliance engineers are expected 
to be presented at the National Asso- 
ciation of Home Builders Convention 
and Exposition at the Stevens Hotel in 
Chicago, February 25-28. The expo- 
sition will not be open to the general 


public. 


MUSEUM TO GIVE 
DESIGN AWARDS 

Beginning this year, annual awards 
will be made by the Museum of Mod- 
ern Art, New York City, to the three 
outstanding designs of the year in 
mass-produced objects of everyday use. 
The awards will not be limited to any 
specific field, and may be conferred 
upon a tractor or a toothbrush, a canoe 
or an ashtray, a desk or a fountain pen, 
or any other useful object. 

The annual awards are to be part 
of a three-way program initiated by the 
Museum’s Department of Industrial 
Design to stimulate the creation of 
better design in manufactured articles. 
The program also includes an annual 
publication which will catalog cur- 
rently available consumer goods recom- 
mended for their design excellence. 
The first issue of the catalog will be 
published in the early autumn of this 
year, at which time the awards will be 
made and the winning designs placed 
on exhibition at the museum. 


PLANS ANNOUNCED 
FOR WHOLE NEW CITY 

Plans for the development of a new 
city of a million population have been 
announced by William A. Krueger, 
Milwaukee lithographer and printer. 

The proposed city, to be named 
“America,” is to be entirely new, from 
the foundations up; it will be designed 
and planned under Mr. Krueger’s di- 
rection, and will be located “in the 
heart of the United States.” 

A model of the project will be con- 
structed and placed on exhibition in 
Chicago, Mr. Krueger has announced. 
Meanwhile offices have been opened at 
616 S. Michigan Ave., Chicago. 


(Continued on page 114) 


ee another Plus that adds 


to RED LEAD'S Extra Rust Protection... 


There is no question about Red Lead's ac- 
ceptance throughout industry as the stand- 
ard priming paint for making metal LAST. 


One important reason is its ability to 
keep metal surfaces in a “passive” or rust- 
inhibiting state. Authorities agree that 
metal protective paint should be rust-in- 
hibitive to give satisfactory performance. 


Time-potential curves, such as the one 
at right, are used to express rust-inhibitive 
properties of paint and thus indicate its 
effectiveness of protection. They show the 
effect of Red Lead on the potential of steel 
in the presence of moisture or water. 


For example, a steel panel whose poten- 
tial is positive, relative to hydrogen, is 
considered to be in a passive or non-cor- 
roding state. A negative potential indi- 
cates corrosion activity or rusting. The 
graph shows clearly the rust-inhibitive ef- 
fect of Red Lead paint on steel as con- 
trasted with the rapid and continuous rust- 
ing of unpainted steel. 

Note that in this test a Red Lead paint 
film which had weathered 5 years was just 


as effective in preventing rust as one which 
had dried for only 10 days. 


Specify RED LEAD for All Metal Protective Paints 


The value of Red Lead as a rust preventive 
is most fully realized in a paint where it 
is the only pigment used. However, its 
rust-resistant properties are so pronounced 
that it also improves any multiple pigment 
paint. No matter what price you pay, 
you'll get a better metal paint if it con- 
tains Red Lead, 


AFTER 5 YEARS' EXPOSURE 


| | 
E RED LEAD PANEL 10 DAYS OLD 5638 
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Negative Potential - Positive Potential 


10 20 30 40 50 60 


70 80 90 100 110 120 130 140 


TIME IN HOURS UNDER POTENTIAL MEASUREMENT TEST 


*Proof That Red Lead Keeps Metal Passive 


Tn the above test a piece of unpainted steel 
was immersed in water. Iron, going into 
solution, reacted with oxygen in the water 
to form rust. This unrestrained corroding 
state is indicated by a rapidly developed 
and maintained negative potential (see 
above graph). However, when steel panels 
painted with Red Lead were immersed un- 


der the same conditions, ferric and lead 
salts formed directly next to the metal. 
This action at once stifled corrosion by 
preventing the iron from going into solu- 
tion, thus keeping the steel surface passive. 
The result is shown in the graph curves 
above, where a quickly rising positive po- 
tential remains constant throughout the test. 


Write for New Booklet —" Red Lead in Corrosion 
Resistant Paints" is an up-to-date, authorita- 
tive guide for those responsible for specifying 
and formulating paint for structural iron and 
steel. It describes in detail the scientific rea- 
sons why Red Lead gives superior protection. 
It also includes typical specification formulas 
...ranging from Red Lead—Linseed Oil paints 
to Red Lead—Mixed Pigment—Varnish types. 
If you haven't received your copy, address 
nearest branch listed at right. 


All types of metal-protective paints are con- 
stantly being tested under all conditions at 
National Lead's many proving grounds. The 
benefit of our extensive experience with Red 
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Lead paints for both underwater and at- 
mospheric use is available through our 
technical staff. 


NATIONAL LEAD COMPANY: New York 
6, Buffalo 3, Chicago 80, Cincinnati 3, Cleve- 
land 13, St. Louis 1, San Francisco 10, Bos- 
ton 6 (National-Boston Lead Co.); Pitts- 
burgh 30 (National Lead & Oil Co. of 
Penna.); Philadelphia 7 (John T. Lewis & 
Bros. Co.); Charleston 25, W. Va. (Evans 
Lead Division). 


DUTCH BOY 
RED LEAD 
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NEW YORK 
SURVEYS ITS NEEDS 
Approximately 1,700,000 people live 
in the 26 square miles of the New 
York region classified as slums or 
blighted districts in a survey just com- 
pleted by the Regional Plan Associa- 
tion, Inc. These 26 square miles rep- 
resent 8 per cent of the developed resi- 
dential districts of the central part of 
the region including New York City, 
Westchester County in New York, and 


Yj 
Р SH 
Site 
t Д 
Gigs Р? 


Essex, Hudson, Passaic, Union and 
Vergen Counties in New Jersey. 

The survey, first part of a study of 
postwar housing potentials in the New 
York area, is the first block-by-block 
analysis that has been made of the 
whole central part of the New York 
region. It was made for the Associa- 
tion by Dr. Homer Hoyt, Director of 
Economic Studies, under supervision of 
the Economic Committee, of which 
Thomas S. Holden, president of F. W. 


Why the Theatre 


of Tomorrow 


Must Be Spencer Vacuum Cleaned .. . 


Is it reasonable to design a beautiful theatre like that 
2 Z shown above, with fine decorations and expensive equip- 
ment, and leave it to the ravages of tramped-in dirt and 


Cleans 


dust for years to come? 
The power of Spencer Central Vacuum Systems is five 


SCREENS | 
PROJECTORS to ten times that of small portables. It gets more of the 
RUGS dirt, faster and from more places such as organs, pro- 
WALLS Jectors, rugs, filters and boiler tubes which can only be 
SEATS cleaned satisfactorily with central vacuum and an ade- 
OFFICE А . 
Vid quate assortment of specially designed vacuum tools. 
FILTERS Let us show you a Spencer equipped building in your 
BOILERS vicinity. 


HARTFORD 


SPENCER VACUUM 


CLEANING 


THE SPENCER TURBINE COMPANY, HARTFORD 6, CONN. 


114 


256A 


Dodge Corp., is chairman. 

For the purpose of mapping, those 
areas are defined as blighted in which 
a majority of the structures were built 
before 1900 and are also substandard. 
The residential sections with the high- 
est proportion of blighted dwellings 
are in Manhattan where the 4.6 square 
miles of blighted land constitute 38.6 
per cent of all the predominately resi- 
dential area, and in Brooklyn where 
the 8.4 square miles of slums represent 
17.9 per cent of all the home areas in 
that borough. 

A second survey conducted by C. 
Earl Morrow, planning director, under 
the supervision of the Association's 
Regional Committee of which Harold 
S. Osborne, chief engineer of the N. Y. 
Telephone Co., is chairman, indicates 
that about 1,500 square miles of the 
commuter area of the New York-New 
Jersey-Connecticut metropolitan region 
is not yet in urban development or 
other permanent uses and is physically 
suitable for urban expansion. 


А.А. CHAPTER 
WILL SELL STOCK PLANS 


Seeking a solution to the problem 
of the lower-income bracket public de- 
siring an architecturally designed 
house, the Washington State Chapter 
of the A.LA. and the Seattle Master 
Builders have formed a Stock Plan 
Selling Bureau. Architects are invited 
to submit to this organization plans 
which, when approved, will be dis- 
played for the public’s selection. Any- 
one may purchase from the Bureau a 
complete set of plans, including six 
sets of blueprints and specifications, 
cost estimate and materials list, for $50, 
half of which will be paid to the archi- 
tect. A charge of $50 will be made for 
every home constructed from the plan. 


LIGHTING HANDBOOK 
PLANNED 


Plans for publication of a lighting 
handbook have been announced by the 
Illuminating Engineering Society. Five 
hundred pages of text will cover every 
phase of lighting from the pure physics 
of light to specific lighting recommen- 
dations for stores, offices, homes, fac- 
tories, and even for juke boxes and 
television studios. Publication is sched- 
uled for October, 1946. 


OFFICE NOTES 
Offices Opened, Reopened 


Nairne W. Fisher, Architect, has 
opened offices at 111 W. Washington 
St, Chicago 2, Ill, following several 
years in the Army and with the FPHA. 
He will specialize in educational, hos- 
pital and ecclesiastical architecture. 


George A. Fugel, Architect, has re- 
(Continued on page 116) 


ЅСНСАСЕ 


Schlage's new process of electrolytic harden- 
(22 - ing now permits the use of aluminum locks to 
conform with aluminum interior and exterior 


trim. Luster Sealed Aluminum locks are highly 
resistant to abrasion" and non-tarnishing under 
all normal usage. Schlage dealers and repre- 
sentatives will welcome your inspection of 
the new Luster Sealed lock —on display now. 


*Attained by Alcoa's Alumilite process, now used for 
aluminum pistons, streetcar handrails, cafeteria trays 


SCHCAGE 


LOCK COMPANY 
SAN FRANCISCO NEW YORK 
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opened his office at 4319 Washington 
Blvd. St. Louis, Mo., following four 
years of government work. 

Joseph W. Hart announced the re- 
opening of his office for the practice 
of architecture at 510-511 Cotton States 
Bldg., Nashville, Tenn. 

Albert L. Haskins, Jr., A.LA., form- 
erly associated with Williams, Coile & 
Pipino, Architects and Engineers, an- 
nounces the opening of offices for the 
general practice of architecture at 806 


Security Bank Bldg., Raleigh, N. C. 

Van William Knox, Jr., АЛ.А., an- 
nounces the opening of his office for 
the practice of architecture at 905 
Sweet Bldg. Fort Lauderdale, Fla. 

F. W. Langhenrich, A.LA., Indus- 
trial Engineer, has reopened his offices 
for the practice of architecture and en- 
gineering for industrial, commercial 
and institutional buildings. Address, 
4541 W. Washington Blvd., Chicago 
24, Ш. 


JAIL AND PRISON 
EQUIPMENT 


Our engineers will gladly give architects, builders and penal 
authorities the benefit of many years’ experience in the jail build- 
ing field. Layouts, estimates and complete information on grating 


and plate cells, 


doors, lock and locking devices, bunks, tables, 


seats and every accessory for new construction or the remodeling 
of old buildings. Stewart Non-Climbable Chain Link Wire Fence 
is ideal for jail yards and exercise areas. Full details sent on request. 


т STEWART Iron Works hrany, 


INCORPORATED 


1377 Stewart Block 


- Cincinnati 1, Ohio 


"Designers and Builders of Jail and Prison Equipment Since 1886” 
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Marvin J. Neivert, Architect, has 
opened new offices at 17 E. 42nd St., 
New York 17, N. Y. 

Harry M. Newman, АЛ.А., has 
opened an office for the practice of 
architecture at 728 Lafayette Bldg., 
Detroit 26, Mich. 

W. F. Ruck, АЛ.А., has reopened his 
offices at 940 S. Figueroa St., Los An- 
geles 15, Calif. 

Arthur O. A. Schmidt and Associ- 
ates, Architects, Store Planners and De- 
signers, announce the establishment of 
offices at 641 Buhl Bldg., Detroit 26, 
Mich. 

A. Carl Stelling, Landscape Archi- 
tect and Site Planner, recently with 
Civil Engineer Corps, U. S. Navy, has 
reopened his са. at 77 Park Ass. 
New York 16, N. à 

Herman Wolff, БА. Һаѕ resumed 
his architectural practice, with offices 
at 44 Court St., Brooklyn 2, N. Y. 


New Addresses 


The following new addresses have 
been announced: 

Citizens’ Housing Council of New 
York, Inc., 20 W. 40th St, New York 
18, N. Y. 

Manoug Exerjian, Architect, 140 S. 
Middle Neck Rd., Great Neck, N. Y. 

'The H. K. Ferguson Co., industrial 
plant designers, engineers and build- 
ers (both sales and engineering and 
construction offices), 119 W: 57 St., 
New York, N. Y. 

Miller & Voinovich, Architects (John 
E. Miller, A.I.A., and George S. Voino- 
vich, A.LA.), 1011 Swetland Bldg., 
Euclid Aye., Cleveland, Ohio. 

Weidner and Co., Architects (Chas. 


. T. Weidner and Max C. Friedrich), 


609--610-611 Alamo Natl. Bldg. San 


“Antonio, Texas. 


Firm Changes 

Vito P. Baítistag;A.LA., has joined 
the organization 6 oF Henry V. Murphy, 
A.I.A., Architect, 1 Hanson Pl., Brook- 
lyn, N. Y. Mr. Battista, for the past 
seven years a member of the Bureau 
of Architecture, Department of Public 
Works, City of New York, is also an 
architectural design critic at the New 
York Structural Institute and a mem- 
ber of the architectural faculty of 
Pratt Institute. 

Frank F. Drolshagen, Architect, and 
Vern K. Boynton, Engineer, have 
formed a partnership under the name: 
of Drolshagen-Boynton & Associates, 
with offices at 647 W. Virginia St., 
Milwaukee 4, Wis. 

William Davies Eve and Henry 
Lowrey Stulb announce the formation 
of the firm Eve and Stulb, Architects, 
with offices in the Masonic Bldg., 
Augusta, Ga. 

Donald B. Macneir, A.I.A., C. Dale 

(Continued on page 118) 


"Our architect was thinking 
of our lasting comfort when he 


specified CRANE PLUMBING" 


Your clients associate the name Crane with high 
quality equipment. On your specifications Crane 
will not only inspire confidence, but will give your 
clients the assurance of your regard for their lasting 
comfort and convenience. 

But even more than this, the breadth of the Crane 
lines permits flexibility in your planning and the 
wide price range enables you to specify Crane plumb- 
ing in every type of structure, from a modest cottage 
to an impressive town house. 

The new Crane line of quality plumbing has been 
freshly styled to suit modern taste, and the many 
advanced engineering features assure greater con- 


“Over the years I find 
CRANE QUALITY 


means Satisfied Clients” 


For example, the newly developed JDizz/-ese trim 
permits faucets to open and close at a finger’s touch 
because water pressure has been harnessed to do 
the manual work of closing. 

Crane plants are now producing plumbing to 
meet your needs, but obviously everyone cannot be 
supplied at once. Your Crane Branch will gladly 
work with you in your plans and do everything 
possible to help provide sanitary equipment at the 
time you need it. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


venience— more efficient operation. 
PLUMBING» HEATING» PUMPS 


C | | / \ М E. VALVES» FITTINGS © PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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BEAUTIFY and DIGNIFY 
YOUR BUILDINGS WITH 


BRONZE by NEWMAN 


ORNAMENTAL and 
ARCHITECTURAL 


BRASS 
BRONZE 
ALUMINUM 
STAINLESS STEEL 


QUALITY—SERVICE—FAIR PRICES 


Sketches, prices and details 
without obligation. 


Write for your personal copy 
of “Bronze by Newman” 


Letters 
Pen Trays 
Railings 
Signs 
Special 
Hardware 
Store Fronts 
Tablets 
Thresholds 
Windows 


NEWMAN BROTHERS, INC. 


"64 Years Young” 
708 WEST FOURTH STREET 
CINCINNATI 3, OHIO 


Bank 
Fixtures 
Doers 
Entrances 
Fittings 
Grilles 
Kick Plates 
Lobby Desks 
Memorials 
Directories 
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Dykema, M.S.A., and George Zannoth, 
A.LA., announce the formation of the 
firm of Macneir, Dykema and Zannoth, 
with offices at 111 E. Las Olas Blvd., 
Fort Lauderdale, Fla. 

Frederic Arden Pawley has been ap- 
pointed a design director of Norman 
Bel Geddes & Co., Industrial Design- 
ers, 50 Rockefeller Plaza, New York 
20, N. Y. He was formerly associated 
with Skidmore, Owings & Merrill, 
Architects and Engineers. 

Woodruff Harland Purnell, for 12 
years a member of the architectural 
staff of the Tennessee Valley Authority, 
has resigned to become manager and 
member of the firm of Gill and Bian- 
culli, Architects, Chattanooga Bank 
Bldg., Chattanooga, Tenn. 

John W. Root announces that Jo- 
seph Z. Burgee, Chauncey Sherrick and 
William Holabird have been made 
partners, and Richard McP. Cabeen, 
Gilbert P. Hall, David W. Carlson and 
Helmuth Bartsch have been made as- 
sociates in the firm of Holabird & Root, 
Architects, 333 N. Michigan Ave., Chi- 
cago 1, Ill. 

Noah N. Sherman, Architect, and 
Alexander Zamshnick, Architect, an- 
nounce the forming of a partnership 
for the general practice of architecture 
under the firm name of Sherman and 
Zamshnick, with offices at 62 William 
St, New York, N. Y. 

Max Siegel, Engineer, and Harry F. 
Green, Architect, are now associated in 
professional practice as Siegel & Green, 
Architects and Engineers. Address, 
1841 Broadway, New York 23, N. Y. 

Ben John Small, АЛ.А., formerly 
supervisor of hospital specifications, 
Bureau of Architecture, Department 
of Public Works, New York City, is 
now associated with Alfred Hopkins 
& Associates, Architects, 415 Lexing- 
ton Ave., New York, N. Y. 

Herman M. Sohn and Martny N. 
Weston announce the merger of their 
architectural practice under the firm 
name of Sohn & Weston, Architects. 


| Address, 44 Court St., Brooklyn, N. Y. 


AT THE COLLEGES 
Larrick Returns to Ohio 


Capt. Thomas Larrick, C. E., has re- 
turned to his former position as uni- 
versity architect and head of the de- 
partment of architecture at Ohio Uni- 
versity, Athens, Ohio. 


Aalto Returns to M.I.T. 


Alvar Aalto, internationally known 
Finnish architect, rejoined the faculty 
of the School of Architecture and Plan- 
ning at the Massachusetts Institute of 

(Continued on page 120) 


“Spotlight” on 
Better Heating 


"Spotlight" on the Webster Moder- 
ator System— the system that gives 


you adequate temperature on cold 
days; that limits the heat on mild 
days; that uses only the necessary 
amount of fuel—and that does it 
all automatically! 


The Webster Moderator System of 
Steam Heating is "Controlled-by- 
the- Weather". An Outdoor Ther- 
mostat automatically balances the 
delivery rate of steam to each radi- 
ator so that it agrees with changes 
in outdoor temperatures. 


More Heat with Less Fuel 


Seven out of ten large buildings in 
America (many less than ten years 
old) can get up to 3396 more heat 
out of the fuel consumed!... If 
you are planning on a new build- 
ing or on the modernization of an 
existing building, you will be inter- 
ested in "Performance Facts"—a 
book of case studies, before and after 
figures, on 268 Webster Steam 
Heating installations. Write for it 
today. Address Department AR-1. 


WARREN WEBSTER & CO., Camden, N. J. 
Pioneers of the Vacuum System of Steam Heating 
Representatives in principal Cities : : Est. 1888 
In Canada, Darling Brothers, Limited, Montreal 


AUTOMATIC 


Heating Systems 
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Check Exclusive 


Anchor Features 


Anchor Chain Link Fence provides 
important and exclusive advantages 
which are found in no other fence: 
Deep-Driven Anchors, which facilitate erec- 
tion, hold fence permanently erect and in line, 


yet permit relocation without waste if en- 
closed area changes. 


Square Frame Gates, inseparably butt- 
welded at corners, amazingly free from 
sagging and warping. 


Square Corner Posts, better looking and 
much stronger than round posts of compar- 
able size. 


U-Bar Line Posts, which further increase 
rigidity, strength and durability. 

Send for our Book No. 110 for your 
A. I. A. File No. 14-K. Shows many 
types and uses . . . pictures promi- 
nent installations contains 
structural diagrams and specifica- 
tion tables for Anchor Chain Link 
Fence. No obligation. Address: 
Anchor Post Fence Co., 6600 Eastern 
Avenue, Baltimore 24, Maryland. 


n nchor Fence 


| Nation-wide Sales and Erecting Service 
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(Continued from page 118) 


Technology for the fall term. He was 
a member of the staff in the fall of 
1940, when he returned to Finland to 
direct the reconstruction program. 


Heythums to Columbia 


Antonin and Charlotta Heythum, 
formerly of the California Institute of 
Technology, are now in New York, 
conducting a design analysis course at 
the school of Architecture, Columbia. 


Glass Technology Courses 


Preparing for the early offering of 
a new curriculum in glass technology 
and engineering, Ohio State Univer- 
sity has announced the appointment of 
Dr. Henry H. Blau to the position of 
professor of glass technology. 

Dr. Blau, vice president in charge 
of manufacture and research for the 
Federal Glass Co., Columbus, Ohio, is 
dividing his time hetween the company 
and the university. 


Resse SSeS ES 
J. BURN HELME 


Professor J. Burn Helme, a member 
of the department of architecture at the 
Pennsylvania State College since 1925, 
died from a stroke in Centre County 
Hospital on November 12. He was 48. 

Professor Helme, who was in charge 
of the division of fine arts at Penn 
State, was born in Smith Falls, On- 
tario. He held the degrees of bachelor 
of applied science and master of archi- 
tecture from the University of Toronto, 
and a master of arts degree from Har- 
vard. He was a member of the Amer- 
ican Institute of Architects (past presi- 
dent), American Association of Uni- 
versity Professors, College Art Associa- 
tion, Ontario Association of Architects, 
Royal Architects Institute of Canada, 
Town Planning Institute of Canada, 
and many other organizations. 


JOHN J. EARLEY 


John J. Earley, 64, architectural 
sculptor, died at his home in Washing- 
ton, D. C., on November 25. 

A native of New York, Mr. Earley 
was the fourth in a line of architectural 
sculptors, beginning his career in his 
father’s studio at the age of 17. Out- 
standing examples of his work are the 
interior of the Church of the Sacred 
Heart in Washington, and the Foun- 
tain of Time, on which he collaborated 
with Lorado Taft. He developed the 
architectural concrete and plastic mo- 
saic process which bears his name. 


(a ee 
(Continued on page 124) 


Ve nus Drawing 


Pencils are engineered to 


give you drafting perfec- 


tion without failure: 
accurately graded to 
assure uniformity in 
all 17 degrees... 
strong in perform- 
. smooth and 


ance.. 


clean in action. 


Put VENUS to the 
test on your drawing 
board. Sendusapost- 
card or a note for two 
free samples. Spe- 
cify degrees wanted. 


VENUS 


American Leip Pencit Company, Новокем, New Jensgm 


YESTERDAY 


New lightweight flame res 
sistant wire fcr Superforts. 


Few Americans knew about the revolutionary new rubber 
insulated wires developed by United States Rubber Com- 
"e | á pany while the war was in progress. But those who did, 
~~ knew them well. 
Our airmen and our Signal Corps men, particularly, saw 
these new, small diameter wires bring safety, lightness and 
performance once thought to be beyond reach. 


Because of this progress, the Architectural Engineer is 


S A F E G U A R D S now offered an improved line of Building Wires with 


rubber, synthetic and plastic insulations. 


THROUGH Laytex for example is now available — lighter in 


U. $. lox weight, smaller in diameter 
than any other rubber covered 


Reg. U. S. Trade Mark 


wire—permitting adequate wir- 
SMALLEST DIAMETER 
LIGHTEST WEIGHT 
RUBBER COVERED WIRE 


ing in minimum conduit space. 


TODAY 


New safety for 
America's Buildings. 


THE KEY TO THE HOME 
OF TOMORROW 


Serving Through Science 


UNITED STATES 


1230 Avenue of the Americas s Rockefeller Center * New York 20, N. Y. 
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“Т have learned that 
the good ‘short-cuts’ of 
yesterday are the com- 


mon highways of today- 


Take modern design in 
the building trade for in- 
stance—As designers we 
demand efficiency in op- 
eration time as well as 
proven quality in results. 


Thats why І specify 
Abesto Cold Process 
roofs—using Abesto ad- 
hesives with any standard 
brand plain roll roofing. 
It’s the quickest way to a 
roof of unquestioned 


Abesto roof specification 
sheets are available free 
of charge upon request. 


ABESTO MANUFACTURING 
CORPORATION 


‘Dept. 6A 
Michigan City, Indiana 
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(Continued from page 28) 


ARCHITECT AND AUTHORITY 


The Local Housing Authority and the 
Architect. By Oliver C. Winston. Chicago 
37, Ill. (1313 E. 60th St.), Public Adminis- 
tration Service, 1945. 7 x 10 in., 60 pp. 
60c. 


Subtitled “A Working Relationship 
in Planning a Public Housing Program 
and in Designing a Public Housing 
Project,” this booklet stresses the im- 
portance of cooperation between the 
housing authority and the architect. 
Considerable emphasis is placed on the 
responsibilities of the housing authority 
before the architect starts to design— 
the establishment of basic requirements. 
Mr. Winston finds three phases in 
this working relationship: (1) plan- 
ning the new over-all housing pro- 
gram; (2) preparing the architectural 
program; and (3) designing the proj- 
ect. In the first phase the main burden 
of the work falls logically upon the 
housing authority, with the architect’s 
principal services of a consulting na- 
ture. In the second phase, too, the ar- 
chitect’s contribution is chiefly advice 
—on site planning, dwelling types, 
community facilities; with the prepara- 
tion of cost estimates and some techni- 
cal assistance on the side. The third 
phase, of course, is almost wholly the 
architect's bailiwick. 

“If such an approach to design... 
is adopted at the very beginning," Mr. 
Winston concludes, “it should be pos- 
sibile to avoid the unatisfacsory prac- 
tice of having to prune, whittle and 
shave project designs . . . Such an ap- 
proach should lead to a more purpose- 
ful selection of planning criteria by the 
local housing authorities and to more 
disciplined use of design criteria by 
architects and engineers.” 


SHOPPING CENTERS 


Planning Neighborhood Shopping Cen- 
ters. By Marcel Villaneuva, A.I.A. New 
York 18 (512 Fifth Ave.), National Com- 
mittee on Housing, Inc., 1945. 81 by 11 
in. 34 pp. illus. $1.00. 


Here is a community planning study 
devoted entirely to the problems of the 
shopping center—its location, the num- 
ber of stores required, parking spaces, 
and so on. Its chief value probably lies 
in the carefully worked out tables giv- 
ing area requirements for stores of 
various types. While these require- 
ments are purely theoretical, they serve 
as a working basis for planning, and 
they point up Mr. Villaneuva's con- 
clusion that "most cities and towns are 
overbuilt with old and unwanted 
stores, and underbuilt with regard to 
new and desired shopping centers plan- 
ned for our modern way of living." 
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with countless 
applications 


Where service requirements do not 
warrant expensive elevator installation 
and the travel limit is within 25 feet, 
this Montgomery Self-Contained Elec- 
tric Elevator simplifies many lifting 
problems. Just a few of its many uses 
— combination passenger-freight ser- 
vice for 2- or 3-story industrial build- 
ings, furniture stores, funeral homes, 
utility sections of hospitals, etc. 


Electrically operated — requires no 
penthouse or load-bearing walls—all 
equipment above pit floor — every 
part accessible — installation cost low. 
This is a precision built machine, All 
gears are machine-cut. It is equipped 
with all safety devices. Load capacity 
up to 2,500 lbs. and speed up to 25 
ft. per min. Car size up to 6'-0" x 
8'-0", Write for details and prices. 


Montgomery manufactures a complete 
line of passenger and freight elevators, 
electric dumbwaiters and special equip- 
ment for vertical transportation. 


HOME OFFICE © Moline, Illinois 
Branch O ffices and Agents in Principal Cities 


| 


YOUNGSTOWN 1, OHIO • Subsidiary of Republic Steel Corp 


o ie Lil windows 


€ The Maxim-Air Window is particularly adapted for use in warm climates, or for 
enclosed porches or solariums in any location where it is important to provide a free 
circulation of air in inclement weather as well as on sunshiny days. Detention type 
windows in this design are made with glass heights as low as five or six inches for 
use in psychiatric institutions. 


The Maxim-Air window provides approximately 100% ventilation with the simul- 
taneous operation of all ventilators by mechanical means. For window units in widths 
up to 11 ft. 8% in., and heights up to 11 ft. 11% in., (provided ventilator height does 
not exceed 16 in. and total area does not exceed 80 sq. ft.) the Maxim-Air Louver 
Window offers many advantages which recommend its selection. 


Through the wide variety of Truscon Steel Windows you can best solve the lighting 
and ventilating problem of each individual type of structure you are planning. See 
SWEET’S for details. 


Floodlight Towers . . . Bridge Floors. 
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Manufacturers of a Complete Line of Steel 
Windows and Mechanical Operators . . . Steel 
Joists . . . Metal Lath . . . Steeldeck Roofs... 
. Reinforcing Steel . . . Industrial and Hangar 
Steel Doors . . . Bank Vault Reinforcing . . » 
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Sacred Heart Cathedral, Raleigh, N. С. 


BEAUTY: The artisans who make fine Terrazzo 
have opened new outlets for beauty! They have 
given new potentialities to design. They obtain 
the vivid effects of paint itself by adding the 
richly colored marble chips, with or without 
mineral pigments, to a matrix of Atlas White 
Cement. Atlas White insures clear, true tones. 


UTILITY: A fine Terrazzo floor is a practical 
utility ! It has permanence and durability. It stands 
up under the heaviest foot traffic without replace- 


ment or repair. 
* * * 


Send for further information. See Sweet's 
Architectural File (13 B/5), or write to Atlas White 
Bureau, Universal Atlas Cement Company (United 
States Steel Corporation Subsidiary), Chrysler 
Building, New York 17, N. Y. 


The matrix is as important as the marble chips 


ATLAS WHITE CEMENT 
c for FINE TERRAZZO 


AR-T-10 
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George H. Miehls, new Kahn president 


KAHN PRESIDENT 


Election of George H. Miehls as 
president of Albert Kahn Associated 
Architects and Engineers, Inc., to suc- 
ceed the late Louis Kahn has been an- 
nounced. The Board of Directors also 
named Mr. Miehls, formerly executive 
vice president, as treasurer of the firm. 
Sheldon Marston, previously vice presi- 
dent, was elected to succeed Mr. 
Miehls as executive vice president, and 
Saul Saulson and O. L. Canfield were 
named vice presidents. 


HEADS COMMISSION 


El Roy Nelson is the new director 
of the Tri-County Regional Planning 
Commission, Colorado, succeeding Ira 
J. Bach, who resigned to accept the po- 
sition of director of planning of the 
Chicago Housing Authority. 

Mr. Nelson was formerly director of 
the Colorado State Planning Commis- 
sion, and later was employed by Kaiser 
Industries, Inc., as a research analyst. 


TURNER DIRECTORS 


Turner Construction Company of 
New York has announced the election 
to its board of directors of George F. 
Ferris of New York City and Francis 
B. Warren of Chappaqua, N. Y. Mr. 
Warren has been with the company for 
21 years, Mr. Ferris for 17. 


PREFABS SOLD TO FRANCE 


Sale to France of 8,111 temporary 
dwelling units, originally intended for 
lend-lease shipment to Great Britain 
and not suitable for use in this coun- 
try, has been announced by FPHA 
Commissioner Philip M. Klutznick. 
The units will be used in France to 
relieve the emergency situation in 
bombed-out seaport cities. 


Examination of many roofs of Alcoa Alumi- 
num, at widely separated locations around 
the country, has demonstrated their lasting 
ability—aluminum roofs on public buildings, 
schools, hospitals, industrial buildings, rail- 


road terminals, and the like. 


AL 


~ ALUMINUM ROOFING 


looks and lasts "like a million" 


Aluminum roof on Shadyside Academy Junior 
School, Pittsburgh, Pa. Building designed 
by Rust Engineering Company of Pittsburgh. * 


A roof of Alcoa Aluminum 


adds to the beauty and dignity 
of a structure. It blends well 
with other materials, and suits either classic 
or modern designs. 

Suggest to your local sheet metal man that 
he talk with Alcoa about putting on an 
aluminum roof. ALUMINUM COMPANY OF 


AMERICA, 2167 Gulf Bldg., Pittsburgh 19, Pa. 
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Ә ASBESTOS WIRES AND CABLES 


= BARE AND TINNED COPPER WIRE 

p Solid and Stranded, Copper Covered 
Steel Wire, Trolley Wires, Segments and 
shapes. 
BUILDING WIRES 
Rubber, Braid and Lead, and Synthetics, 
all types. 
CONTROL CABLES 
Rubber, Braid, Lead, Steel, Armored and 


Non-metallic Railway Signal Cable, Fire 
Alarm Cable, Switchboard Cable. 


CORD SETS 
FIXTURE WIRE 


FLEXIBLE CORDS 
All Types. 


HEAVY DUTY PORTABLE POWER & 
CONTROL CABLES 

Welding Cables, Mining Machine 
Cables, Dredge Cable. 


and... 


Seattle, Washingto::, 


PUL dai s iic 10i 


Headquarters at 420 Lexington Ave., New York 17 

Corporation Sales Offices are located at: Atlanta, Dou Buffalo, Chicago, 

Cincinnati, Cleveland, Dallas, Detroit, Houston, Kansas City, Los Angeles, 

New York, Philadelphia, Pittsburgh, Rome, N. Y. St. Louis, San Francisco, 
DE. 


WHICH OF THESE PRODUCTS DO YOU USE? 


MAGNET WIRE 

Round, Square and Rectangular, 
Enameled, Paper, Cotton, Silk, Glass, 
Asbestos Covered, and Combinations. 


NON-METALLIC SHEATHED (ROMEX) 


PAPER POWER CABLES 
Belted or Shielded, Gas Filled Cables, 
Oil Filled Cables. 


RADIO WIRES AND MICROPHONE & 
HIGH FREQUENCY CABLES 


RUBBER POWER CABLES 
Braid, Lead, Steel Armored, and Non- 
metallic. 


SERVICE ENTRANCE, SERVICE DROP CABLE 


TELEPHONE WIRES AND CABLES 
Rubber Insulated, Paper Insulated. 


VARNISHED CAMBRIC WIRES AND CABLES 
WEATHERPROOF WIRE 


Slow Burning. 


X-RAY CABLE 


Electrical Wires & Cables to your specifications 


See your phone book for complete address- of our sales office in the cities listed below. 


GENERAL CABLE 


С O R Р О R A T I! 


, N.Y. General Cable 


MODERN STORE ENTRANCE MADE SAFE 
With ALUNDUM Terrazzo Aggregate 


The proprietors of this modern store were 
foresighted in requesting ALUNDUM Ter- 
razzo Aggregate for the entranceway and vesti- 
bule. ALUNDUM Aggregate overcomes the 
slipperiness of terrazzo—especially on wet days. 
Furthermore ALUNDUM Aggregate imparts 
exceptional durability to the terrazzo and, 
therefore, in addition to its non-slip feature, 
is recommended for places where traffic is con- 
centrated. This ceramic abrasive for mono- 
lithic or pre-cast terrazzo is available in seven 
colors. 


NORTON COMPANY 


Worcester 6, Massachusetts 


ALUNDUM is a registered trade-mark 


NORTON 00% 
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FINER MUSIC 


INCREASED SPACE 
GREATER BEAUTY 
FOR 


Long [sland Church 


Previous to the installation of an Orgatron in Richmond 
Hill’s Church of St. Benedict, Joseph Labre, a large 
pipe organ was so situated that the organist and choir 
could not see each other. The choir was crowded and 
limited in size by the loft space occupied by the large 
organ case, console and pipes. The beauty of the back 
part of the church was hidden by the organ. 


Installation of a space-saving Orgatron enabled the 
organist and choir to see each other. It permitted room 
for a larger choir so important to this church. It enhanced 
the beauty of the whole church interior. lt provided 
organ music ideally suited to the litureical needs of this 
prominent Catholic Church. 


Architects desiring to learn more about the space-saving, 
money-saving qualities of an Orgatron, the only elec- 
tronic organ with true church organ tone, are invited 
to write The Rudolph Wurlitzer Company, Oreatron 
Division, Dept. 1102, North Tonawanda, New York. 


WURLIIZER 
О RGAIRON 


rT, AN 
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The average woman spends more than 1600 hours a year in her 
kitchen. So it's not surprising that she has a lot to say about the 
kitchen you will design and build for her. 

In a recent survey we interviewed hundreds of these «average 
women"...from different income groups, in widely separated parts 
of the country. Their reactions to the sample “New Freedom Gas 
Kitchens"— (see picture above) —are of direct concern to every 
architect and builder of private homes. 

On the opposite page are some of their actual statements 


about the 3 most important factors in kitchen planning! 


130 


ARRANGEMENT *'T like the way the units are grouped for convenience." “It saves steps." 
“It’s handy... everything is uniform.” “Everything is within reach." “А labor-saving 
kitchen. 


29 сс 


Cupboards and units give the kitchen a systematic look.” 


DECORATION 11 is a cozy looking room.” “Тһе kind of kitchen I should like to sit 
down in.” “I like the indirect lighting.” “It keeps the home atmosphere." “А gay 


E 


family kitchen.” “Tt is a pleasant place . . . опе Га like to entertain in.’ 


EQUIPMENT "These Gas things look more modern than any Гуе seen." “I like Gas 
for refrigeration . . . it’s much quieter.” ** Га rather have a Gas range than any 
other kind.” “Range looks pretty . . . and Gas is so easy to regulate.” “Саз equipment 
is inexpensive to run... but Га insist on it at any price because it works so much 
better.” “I like Gas for home use... wouldn't change for anything!" 


MULTIPLY BY 20 MILLION! Gas is far and away the most popular modern kitchen fuel. 
Its speed, flexibility and economy are known and enjoyed in more than 20 million 
urban and suburban homes... the identical communities from which you draw 
your clientele. So that when these present Gas users state emphatically that 
Gas is their first choice for the kitchen of today—it points the way to a preference 
worth considering. And for added attraction . . . specify Gas for house heating 
and air conditioning. It's the ultra-modern fuel for dirt-free, trouble-free scientific 
temperature control. For complete technical details on modern Gas practice, 
appliances and svstems—see your local Gas Companv. 


AMERICAN GAS ASSOCIATION 


ARCHITECTURAL RECORD e JANUARY, 1946 131 


The 
WHERE, WHAT and WHY 
of Malti- Purpose — 
Millerite industrial Flooring 


where 


MILLERITE 
N 
APPLICABLE 


DURABLE « LOW COEFFICIENT OF EXPANSION 


what FIRE-RESISTANT « SPARKPROOF « NON-CONDUCTIVE 


MILLERITE'S 
ADVANTAGES 
ARE 


NON-SKID AROUND MACHINES AFTER APPLICATION READY FOR USE IN 18 HOURS ATTRACTIVE © SANITARY 


Our quarter century experience in oxychloride decking and flooring for 
why maritime and industrial use enables us to make installations with unsurpassed 


speed and skill. Our coast-to-coast facilities and financial reliability are at your 


YOU MAY SPECIFY 


MILLERITE. service. Write for new, illustrated brochure “Industrial Flooring and Marine 


WITH CONFIDENCE 


Decking" which presents technical details and other essential information. 


MILLER-MARINE DECKING CO · 230 Park Avenue • New York 17, N. Y. 
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window possesses. 


display lighting. 


SMITH, HINCHMAN & GRYLLS’ conception 
of an automobile Sales and Service Building 


ANY prominent architects include *Pittsburgh" Products 
M in their specifications because they know that their 
versatility and consistently high quality assure the ultimate 
in satisfaction for designer and owner. 

Pittsburgh Plate Glass Company advertising, in 26 leading 
retail magazines, is urging merchants to consult their architects 
now, to build new sales-attraction into their store fronts and 
interiors. You can confidently specify Pittsburgh Plate Glass 
and Pittco Store Front Metal. They serve every need when the 
merchants among your clients consult you about modernizing 
their stores. And a nation-wide system of “Pittsburgh” 
branches and dealers assures you of prompt and helpful service. 


“PITTSBURGH” 
STORE FRONTS and INTERIORS 


“The design of the automobile salesroom is predicated on the 
advertising and display value that the jewel-case type of show 


“The recessed walk permits the diversion of pedestrians without 
interfering with the flow of traffic, and the polished Plate Glass, 
which slopes from top to bottom, eliminates glare and reflection 
under changing light values, offering a fullness of view that no 
other type of window provides, plus a much greater scope in 


“Walls of suede-finish Carrara and doors of clear Herculite 
Tempered Glass complete the polished appearance of the building.’ 


, 


лайы VPE 


A 


It contains 41 designs, sub- 
mitted by leading architects, 
for stores, restaurants, serv- 
ice stations, theatres, etc. 
Every architect, designer 
and student will want to 
own this up-to-date refer- 
ence book of ideas for build- 
ing or modernizing retail 
stores. Send the coupon for 
your free copy of “There is 
a New Trend in Store De- 
sign“. It will be sent to you 
without obligation. 


Pittsburgh Plate Glass Company 
2046-6 Grant Building, Pittsburgh 19, Pa. 


the book, “There is a New Trend in Store Design". 


Please send me, without obligation, a free copy of | 


Name 


ЭЙЛИ. лелин иы нра RI RIDERE ORE OE | 

| 

[NND cx РИЦИНОВА БЕШЕ | 
—————————— d 


PITTSBURGH PLATE GLASS 


COMPANY 
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PETRO 


Notes This Specialist In 
Apartment House Design 
USSELL M. BOAK, well-known architect of 


New York, has specialized over a long period 
in apartment house design. The firm of Boak & 


Paris designed such representative apartments as 
those at 444 Central Park West, 45 Christopher 
Street, 450 West End Avenue, 5 Riverside Drive, 


100 Riverside Drive, 20 Fifth Avenue, 60 East 78th Street, and 177 East 77th Street, 
all in New York; also the Broad Park Lodge apartments in White Plains, New York. 
More recently, the firm of Boak & Raad has completed designs for the apartment 
building at 215 East 79th Street, the block square Peter Doelger development of 7 
fireproof apartment buildings at 55th to 56th Streets and Sutton Place, and other 
large-scale New York developments. Several years ago, Boak & Paris designed their 
own apartment house for investment purposes, which contained Petro Burners. 

Based on long experience, Mr. Boak has these comments to make concerning apart- 
ment house design and oil heating: 
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"Architects are now designing apart- 
ment houses which will afford each 
apartment individual styling. Individ- 
uality begins with the design of the 
building itself, and by diversified 
arrangements of apartments, occu- 
pants can escape the feeling of living 
in cubicles identical to their neigh- 
bors. 


“The trend is to abolish ‘assembly- 
line’ living and to afford more home 
comfort through new planning meth- 
ods and built-in conveniences. The 
new plan will create two or three ex- 
posures for each apartment and ar- 
range for long views through large 
picture windows. New conveniences 
will include automatic garbage dis- 


posal, built into sinks, indirect light- 
ing over kitchen work areas, deep- 
freeze lockers in the basement, the 
freer use of metals and glass, and 
proper air conditioning and controlled 
heating. 


“Comfort, economy of performance, 
and clean, quiet operation come with 
the use of oil heating. We like Petro 
equipment because it keeps costs 
down, is sturdy and reliable, and the 
Petro engineering service is of great 
assistance. We have used Petro oil 
burning systems in many jobs since 
1927 from suburban residences and 
neighborhood theatres to the 20-story 
apartments and apartment house de- 
velopments. We have every reason to 
be well pleased with their use.” 


pPETRO 


Cuts Steam Costs 


With apartment house construction poised on 
the threshold of a new era in multiple dwelling 
design, Mr. Boak's comments on the modern 
trend to “individualized apartments" are more 
than enlightening. His emphasis on the com- 
fort and cleanliness assured with oil heat are 
also very interesting. But probably of greater 
importance to the apartment house owner— 
and hence the architect—is his comment on 
the economy of PETRO Systems. 


PETRO "keeps costs down," says Mr. Boak. 
This is a fact that has been attested by pro- 
fessional men for many years, but such con- 
firmation by an authority on apartment house 
design—where annual fuel and labor savings 
are so vitally important, lends even greater 
significance to his statement. 

The economy of PETRO Systems is not 
merely the result of any one single factor but 


Model W Burner for 


preheated oil, showing 
mounting of  Modutrol 
Motor. 


"KEEPS COSTS DOWN!” 


the combined influence of several outstanding 
factors. 

First of all, every PETRO Oil Firing System 
is backed by four decades of specialized oil 
firing experience without which oil heating 
equipment of PETRO's superior design would 
be impossible. Secondly, PETRO Oil Burners 
come in a graduation of sizes that covers the 
complete capacity range and simplifies the 
proper sizing of the burner to the boiler and 
load. Third, a PETRO System may be in- 
stalled for completely automatic and reliable 
operation. And finally, PETRO'S installation 
engineering “tailors” each oil firing system 
to meet the exact requirements of the 
customer. 

Only with such a combination is it possible to 
get the year-after-year efficient and economi- 
cal performance characteristic of PETRO 
Oil Heating Systems! 


INDUSTRIAL MODELS: #5 or #6 fuel oil; automatic, 
semi-automatic or manual operation; 8 sizes to 450 
bph. "Thermal Viscosity" pre-heating. 


DOMESTIC MODELS: #3 or lighter oils; conversion" and 
combination-unit types. 7 sizes. “Tubular Atomization” 
(patented) 


FULL DATA on Petro Industrial Burners in Sweet's and 
Domestic Engineering catalog files. Details on Petro 
Domestic Burners available in separate catalog. Copy of 


either gladly sent on request. 


Petroleum Heat and Power Company 


Stamford, Connecticut 


Makers of Good Oil Burning Equipment Since 1903 


ETRO 


Cuts Steam Costs 
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SWIMMING POOL 


Here's an example of the result of a water hammer condition 
in a Hammond, Indiana home. Illustrated at the left 15 a sec- 
tion of lead service pipe as was installed, and a section of the 
pipe after a short period of installation. Under the impact of 
water hammer, as can be seen, this pipe became badly distorted, 
then bulged and finally fractured. No piping system is immune 
to this same type of failure. Copper and steel pipe will also 
fracture under the repeated impact of water hammer. 

Water hammer like corrosion, is an insidious condition. 
While many times it gives a noisy warning, it also exists quietly 
while its ravaging effects are accumulating. Is ıt any wonder 
that water hammer ranks next to freezing as the biggest cause 
to pipe failure? 


WATER HAMMER ARRESTER | 


o 


ч à 


Water Hammer can be scientifically controlled with the Wade 
Wacor Water Hammer Arrestor. Quickly and easily installed, it 
puts an end once and for all to the water hammer problem. 

Laboratory tests, as well as service in thousands of installa- 
tions, have proven that the Wade Wacor Water Hammer 
Arrestor “Сап take it"—that they can dependably take those 
jarring shocks repeatedly (tests have exceeded a million opera- 
tions) and protect the piping. They are made in various sizes, 
{from home to heavy industrial applications. Send for fully 
illustrated literature showing just how the Wade Wacor Water 
Hammer Arrestor does the job. 


WADE 


MANUFACTURING COMPANY 


DRAINS AND PLUMBING SPECIALTIES 


ELGIN, ILLINOIS 


Now is the time for some. 


wel SAAT M 


Yes— NOW — when you are planning 
new construction, renovation—this is 
certainly the time to weigh the ad- 
vantages of an RCA Sound System. 


During these last few busy years 
the many advantages of sound sys- 
tems have been well demonstrated. 
Service and emergency announce- 
ments as time-savers, paging facilities 
for quickly contacting key personnel, 
music from records or centralized 
radio for enjoyment and increased 
efficiency, inter-communication sys- 
tems—they've all proved their worth 
beyond measure. 


RCA Sound Systems are engineered 
to provide these services with fop 
efficiency . . . designed to suit specific 
needs . . . built of ‘‘matched’’ com- 
ponents that really work together be- 
cause they're all made by RCA. 


An RCA Sound Specialist can help 
you get the most from a sound in- 
stallation. Consult the classified sec- 
tion of your telephone directory for 
your local RCA Sound Equipment 
distributor. Or write direct to Dept. 
10A, Sound Equipment Section, 

41 Radio Corporation of America, 
"CHURCHES — Camden, N. J. HOSPITALS 


RCA SOUND SYSTEMS 


RADIO CORPORATION of AMERICA 


ENGINEERING PRODUCTS DIVISION, CAMDEN. М. J. 
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ONLY THE SPEAKMAN ANY STREAM 


is three different showers in one. A turn of the lever and it delivers 


Speakman makes a wide variety of showers and shower 
heads to meet different requirements. Shown here is the 
Speakman Commander Exposed Two-Valve Shower (S-1160). 
The Anystream Shower Head shown is the school and insti- 
tution type, equipped with the lock-shield control, operated 
with a special key. A lock-screw prevents malicious removal. 


u, 


SL NEEDLEPOINT SPRAY for 
(з. 


\ or FLOOD SPRAY for a no-splash rinse. No wonder it's 


Like all Speakman plumbing fixtures, the Anystream Shower 
Head is rugged in construction. In the FLOOD position, the 
Anystream is self-cleaning thus eliminating a major source of 
trouble and maintenance expense. With all Speakman Showers 
and Fixtures, repairs may be made quickly and inexpensively, 
when—after long service—normal wear takes place. 
Speakman Showers and Fixtures are distributed nationally 


through plumbing supply dealers and plumbing contractor . 


SPEAKMAN 


SHOWERS AND FIXTURES 
“The best in brass since 1869” 


SPEAKMAN COMPANY, WILMINGTON 99, DELAWARE 


Sixty Year: 


IS a long time in 


400 SERIES — the 
boiler for small 
, homes. 


OIL-EIGHTY for me- 
dium size residences. 


R-Z-U JUNIOR for 
apartment buildings 
and larger resi- 
dences. 


D-TYPE for institu- 
tional and office 
buildings, thea- 
tres, etc. 


P SERIES — Steam 
Service 100-125-150 
s. wsp. 


After sixty years of trying, you've either learned 
how to make a really fine product — or yov're in 
some other business. Fitzgibbons began making 
steel heating boilers in 1886 and is still making 
them... 


In sixty years it is possible to go adventuring 
up many blind alleys, try quite a few profitless or 
futile ideas in equipment design and manvfacture. 
It is also possible to produce a number of rather 
brilliantly successful results. This is what they call 
"experience", and there is no short cut to it. 
Fitzgibbons has traveled the whole long road, has 
developed the virility and courage to correct its 
mistakes, to capitalize on its successes, and to turn 
this vital experience into fabricated steel, in the 
form of boilers. 


That vital experience is what you get when you 
select or specify a Fitzgibbons steel boiler. It is a 
heritage of sixty years — a hidden but valuable 
asset that accompanies every boiler leaving the 
Fitzgibbons plant, and assures its superlative 
performance. 


Fitzgibbons Boiler Company, Inc. 


General Offices: 101 PARK AVENUE, NEW YORK 17, N. Y. 


Manufactured at: OSWEGO, N. Y. 
SALES BRANCHES IN PRINCIPAL CITIES 
Member Indoor Climate Institute Member Steel Boiler Institute 


FITZGIBBONS 


ANOTHER 
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Are you informed 


about the zew 


= Tet oma 


ү 
[* 


| pape ре detenido n 
and plant-proved are the 
advantages of this ze: Titanium 
steel to manufacturers of vitre- 
ous enamel products, when 
recommended practice is fol- 
lowed in steel making, pickling 
and enameling. 


By removing source of reboil 
in the stock, large cost reduc- 
tions are possible. Ground coat 
can be eliminated and conven- 
tional cover coats may be ap- 


E | Titanium Steel for | | 
. Vitreous Enameling 
| 


plied directly. Sagging is min- 
imized, and hydrogen penetra- 
tion is sharply reduced. 


Lighter weights of enamel are 
possible, yielding a greater resis- 
tance to thermal shock. Draw- 
ing properties are equivalent to 


that of the best drawing steel. 


Manufacturers of both steel 
and enameled products may 
obtain complete technical data 
from a member of our Tech- 
nical Staff. Consult your steel 
supplier for deliveries. 


Pending patent applications on the new enam- 
eling process and product made thereby are 
owned jointly by Inland Steel Company and 
The Titanium Alloy Manufacturing Company 
under Trust Agreement. 


THE TITANIUM ALLOY MANUFACTURING COMPANY 


Executive Offices: 111 Broapway, New York, N. Y. 
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General Offices and Works: NiAGARA Fatts, N. Y. 


Inconspicuous because it was PLANNED AHEAD! 


ps 


Grinnell Engineers are Ready to Help You 
Make Fire Protection a Part of the Structure's 
Functional Design. 


You can count on retaining attractive interiors 
with a Grinnell Automatic Sprinkler System pro- 
vided you make it a basic part of your construction 
plan. There's a Grinnell System to meet the design 
requirements of every type of commercial, industrial 
and institutional building — unobtrusive – always 
ready! | 

While your plans are still in the drafting stage, get 
in touch with Grinnell. Long experienced in work- 


A BLENDED PART OF YOUR BUILDING'S DESIGN 


FROM THE START! 


ing with architects, Grinnell's staff of engineers are 
ready to render expert assistance in making fire pro- 
tection blend in with your designs. You'll appreciate 
their wealth of practical ideas. Your telephone will 
put you in touch with a nearby Grinnell office and 
full cooperation. Grinnell Company, Inc., Executive 
Offices, Providence, R. I. Branch Offices in Principal 
Cities. 


GRINNELL 


Automatic Sprinkler Fire Protection 
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G OF THE OTIS TRADE 


To the millions of daily passengers on 
Otis elevators and escalators, the Otis 
trademark or name-plate means safe, con- 
venient, energy-saving transportation. 

To thousands of building owners and 
managers, the Otis trademark means the 
utmost in safe, efficient, economical ele- 
vator and escalator. operation. 

To Architects and Engineers, “Otis” 
means prompt, authoritative cooperation 
from any one of 245 local offices organized 
to render service based on the cumulative 
experience of the Otis Elevator Company. 

For the finest in vertical transportation 
tomorrow, call your Otis representative 
today. 


OTIS ELEVATOR COMPANY 


Offices in all principal cities 


Easy to clean... 


and quiet to walk on! 


WO PRIME ESSENTIALS of hospital 

floors are combined in Johns-Manville 
Asphalt Tile...cleanliness, and elimina- 
tion of unnecessary noise. 


An occasional mopping of the smooth, 
waterproof surface will keep the floors 
spotlessly clean and bright-looking...no 
hard scrubbing needed. 


And because J-M. Asphalt Tile Flooring 
is resilient, it deadens the sound of foot- 
steps and wheeled vehicles, helping pro- 
vide the quiet that patients need. 


These advantages are easily available 
at moderate cost. And once the floors are 
installed, they last for years with little 
or no maintenance. For Johns-Manville 
Asphalt Tile is made of asbestos and as- 


phalt, two inorganic materials which are 
practically indestructible. 


The units come pre-waxed from the 
factory ... do not originate dust...and, 
in case of accidental damage, are easily 
replaced without evidence of patching. 


Hundreds of designs and color combi- 
nations are available to meet hospital 
flooring needs—in lobbies, corridors, 
wards, private rooms, and service areas. 


А colorful new booklet, “Ideas for Dec- 
orative Floors," shows dozens of attractive 
designs...gives complete information on 
the advantages of J-M Asphalt Tile. Send 
for your copy. Johns-Manville, Бана 
22 East 40th Street, New York M 
16, New York. 


PRODUCTS 


ARCHITECTURAL RECORD ө JANUARY, 1946 


Johns - Manville БООСУ FLOORING 


143 


York Сі: 


nze- 
„`$ RES ; eral Bro 
© OUFFER $ o rork bY Gen 
and 


CEES Lc n ES GB ALL METAL 


More than 60 GB revolving doors have been 
installed to date in the beautiful buildings of 


irai mds, | R EVO LV | М G D О О R 5 


NT in New 


2 


GB revolving doors are a worthy addition to your finest 


card lg mme 


buildings. These handsome, easy-operating doors embody 
features developed in thirty-five years' experience in fabricating 


non-ferrous metal products for the building industry. They 


ТҮРҮҮ 


— ám a em m—-—— are engineered to meet modern requirements and can be 
А detailed to harmonize with the architectural treatment of 


the entrance. 


GB revolving doors have been specified by many of the 
country's foremost architects for their finest buildings. Hun- 


dreds of installations in notable buildings all over the United 


States are constant reminders of their excellence. As you design 
new structures or the remodeling of old ones plan to use GB 


revolving doors. W rite today for our catalog or consult Sweet's. 


POST OFFICE AT PHILADELPHIA, PA. 


Revolving doors i metal work by G E N E R A L B R о М L È 
General Bronze. 
CORPORATION 


34-15 TENTH STREET LONG ISLAND С!ТҮ 1, М. Y. 
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STUDY HOUSE No. 1 


CHER, T, Photograph by 
Destgned for tbe magazine , Thomas Vee 
к ; © Eddi Archi- 
ARTS and ARCHITECTURE Я 1 édington Archi. 


tectural Model. 


DESIGNER (Рд SPECIFIES > jl ER mem 1 


* 


CONVECTOR RADIATION 


€ Techniques and materials—the best of the new and the 
best of the old—to be integrated into thirteen houses to be 
built in the Los Angeles area. That's the Case Study House 
program being conducted by Arts and Architecture magazine. 


For Case Study House No. 1—designer and sponsor have 
selected Modine Convector Radiation. And the choice is 
significant. 


It demonstrates the adaptability of Modine Convectors to 


modern houses such as this one, where fenestration and 
Cooler, heavier air near floor is drawn in through the lower opening 
built-in furniture drastically reduce wall space normally *»»is heated, rises, and is circulated into room through the grille. 


available for radiator location. 


Besides being easily built into furniture, because of the | zz | SEND TODAY modine 
inherent space-saving compactness of Modine design — ES for Convector 
Modine Convectors provide even-temperature heating... i Los Bulletins 


quicker response to automatic control... all the recognized 


Filed in Sweet's 


superiorities of hot water and steam heating systems. 


Look in your phone book for 
Modine representative's name 
— “Where to Buy It” section. 


MODINE MANUFACTURING COMPANY, 1773 RACINE ST., RACINE, WISCONSIN 
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SPECIFY G-E WIRING DEVICES 


FOR ALL BUILDINGS 


Switches, Lampholders 
Convenience Outlets 
Plates, Plugs, Connectors 
Interchangeable Devices 
Fluorescent Accessories 
Plug and Cartridge Fuses 


Here are electrical wiring devices worthy of the finest buildings 
you design—wiring devices suitable for office buildings, stores, fac- 
tories, homes or any other type of building. They are carefully 
manufactured and have high quality. G-E wiring devices are kept 
up-to-date. New devices are added constantly to meet changing 
requirements. 


Your clients will like G-E wiring devices. They are well designed 
and neat looking. Moreover, they will give long, dependable serv- 
ice. Specify these devices for all your building. The G-E Monogram 
is widely recognized and will bring added prestige 


FOR FURTHER INFORMATION see the nearest G-E Merchandise 
Distributor or write to Section D163-44, Appliance and Mer- 
chandise Department, General Electric Co., Bridgeport, Conn. 


GENERAL @ ELECTRIC 
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IDEAS GALORE FOR A 
BETTER STORE... 


18 
COLORFUL 
DESIGNS 


ON VISUAL FRONTS soon OFF THE PRESS! 


No matter what kind of store you are plan- 

ning, designing or operating—you'l find 

plenty of good, usable ideas in this book. 
They're brand-new ideas—suggestions on 


There's product information on: 
Polished Plate Glass 
Golden Plate Glass 


А Heat Absorbing Plate Glass 
how to make your storefront get attention, Ti * 4h à vi | 
direct that attention inside and build store uf fex tae tempered. plate: plass 
traffic. This book explains how and why the Vitrolite*—colorful structural glass 
Visual Front adds merchandising power to Glastone*—glass-faced masonry block 
a store. 


Thermopane*—transparent insulating unit 
Here are just a few of the many subjects Blue Ridge Decorative Glass 
covered in this book: 


Mail coupon for your copy. 
How to put your whole store on display. 


How to unite inside and outside in one 
decorative ensemble. 


„mmmn 
aurama 1 


NULL сш еа 
а а Ü | 5 wens'Ford Glass 
How to make your store more inviting. i Ubbey owens Боите К 
UIS d of your new Visual \ 
\ Please send mea copy 
: Front Book. 
*Reg. U. S. Pat. Off. 1 


Name——— 


LIBBEY: OWENS - FORD 
a Great Name in GLASS 


\ 
\ Company ——— 
\ 


1 Address— — — 


Pisa EL LL 
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STAYNEW AUTOMATIC 
10 IMPORTANT FEATURES 


Double Filter Curtains. 


Compressed Air "Conditioning" of Filter Curtains 
—absolutely no oil entrainment. 


Direction of Curtain Travel such that cleaned panels 
are always on downstream or filtered air side. 


Highest Efficiency of any mechanical type self- 
cleaning filter plus exceptionally large dust- 
handling ability. 


Motor and Cóntrol Unit mounted on clean air 
side of filter. 


DOLLINGER 


48 CENTRE PARK 


СЭ ++ +x % 


Momentary Contact Time Switch for testing and 
checking curtain travel and compressed air control. 


Shear Pin Protection of moving parts from 
accidental damage. 


Control Mechanism arranged as an integral part 
of filter unit or for remote mounting. 
mu 


Gear and Roller Chain Drive. No belts to slip. 


Nation-wide Service on both motor and controls. 


RPORATION 


ROCHESTER 3, N. Y. 


Why they choose Bethlehem 


Bethlehem has been a leading producer of structural steel 
shapes for nearly 40 years— ever since it originated the wide- 
flange section, and in so doing provided a shape making 
possible great economies in designing multi-story buildings. 
Today architects, engineers and builders know that Beth- 
lehem is a reliable source for structural steels, rolling a 
complete line of sections for every construction need, and 
ranging in size from 36-inch down to the smallest used. 


STRUCTURAL 
SHAPES 
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HE'S SAVING 
MONEY 
BY THE 
YARD 


HIS man is working on one ot 

the nation's greatest building 
projects—The Red Hook Housing 
Development in Brooklyn, N. Y. He 
is installing the famous Gold Bond 
2" Solid Partition System instead of 
the customary 41%" partitions. In so 
doing, he's saving space, time and 
materials on each of the 300,000 
square yards of these non-bearing 
partitions used in the project. And 
he's saving enough space for 260 
extra rooms! 


Before Gold Bond products were chosen for this 
mammoth job, they were appraised from every angle. 
Actual demonstrations proved the practicability of 
this fireproof system . . . how it saved space without 
sacrificing structural strength . . . how it cut room-to- 
room noise... how it saved money on installation 
cost because of exclusive Gold Bond patented features. 


Jl 
Ц 


ПШ WE 


m (2-2 ed ll 


Above: Installation of Gold 
Bond 2" Solid Partition 
System — showing ceiling 
runner, studs, metal lath and 
base. (System also includes 
Gold Bond Gypsum plaster 
and finish lime.) 


Left: One of the 25 six-story 
apartment houses in the Red 
Hook Housing Develop- 
ment in Brooklyn, N. Y. 


For housing projects, offices, hotels, apartments or 
hospitals, be sure to consider the outstanding solid 
partition system in the building industry today—the 
Gold Bond 2" Solid Partition System! You'll find 
complete information in our section in Sweet's. For 
full size detail drawings write Architectural Depart- 
ment, National Gypsum Company, Buffalo 2, N. Y. 


BUILD BETTER WITH 
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wes. 
35° 
Chicago “‘holding-room” refrigerated to 
35° F. with 80% humidity, is illuminated 
by Guth QUICKLITERS inset in ceiling 
troughs. The cool-operating QUICKLITERS 
add little to the refrigeration-load. Meat 
is graded faster, resulting in increased 
annual capacity of the cooler. Most in- 
teresting is the fact that beef in this cool- 
er brings higher prices; write for details. 


F. TEMPERATURE 


а 


St 


FOR 


O° F. TEMPERATURE 


Salt Lake City, Utah, installation of 

Г e QUICKLITERS in a cold-storage locker 
P plant. Thermometer at room entrance 
constantly shows 0° to —5° F. Notice in 

photo that one row of 3 fixtures is less 


TRADE-MARK 


than 3-feet above the refrigerated coils. 
Owner of the plant is well satisfied; none 
of the lamps have failed, nor hesitated to 
light, after 800-hours service. 


COLD-TEMPERATURE LIGHTING 


COLD STORAGE LOCKERS, MEAT COOLERS, ETC. 


Fluorescent lighting is now practical in refrigerated areas. Guth 
QUICKLITERS now in daily use, have proven their practicability. Be- 
sides affording high-quality, diffusing illumination, the use of Fluores- 
cent in these areas adds little to the refrigeration-load due to inherent 


lighting efficiencies. 
LA 


NO STARTER 
SWITCHES 


_ LIGHTS 
INSTANTLY 


OPERATES AT IRREGULAR 


OR LOW VOLTAGE 


2615 WASHINGTON AVE. 


THE EDWIN F. GUTH 


LEADERS 


E 
б, 


FOR OFFICES 


QUICK-LITERS for offices provide excep- 
tional maintenance and operating features. 
A single unit, or an entire row, “lights at 
the flick of a switch" When a lamp goes 
out there is no guessing (as with conven- 
tional equipment) as there are no Starter- 
Switches in the QUICK-LITER system. In- 
stallation above was engineered by Mr. 


R. S. Milner, of Cleveland, Ohio. 


co. 


LIGHTING SINCE 1902 


QUICKLITERS have other uses, too. The fact that no Starter-Switches 
are needed, is a tremendous saving in maintenance costs. Quick- 
starting, long lamp-life and operation at low and irregular voltages 
are QUICKLITER attributes. Write for further details. 


FOR INDUSTRY 


Because Starter-Switches are nof used in 
the QUICK-LITER circuit, a great saving is 
afforded by reducing maintenance costs. In 
factories where power lines may be over- 
loaded, irregular or low voltage conditions 
are solved; QUICKLITERS do nof "'go-out'" 
even with Voltages as low as 85 Volts. 
Quick-starting of QUICKLITER is advanta- 
geous in many industrial applications. 


ST. LOUIS 3, MISS OURI 
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Now that Hotpoint-Edison Electric Cooking Equipment is available 
once more, it should be an important feature in your new kitchen 
designs. Hotels, restaurants, schools and factories are well aware of, and 


receptive to, the growing trend to all-electric kitchens. Clients in those fields will 
appreciate a plan that gives them advantage of the broad benefits of electric cooking. 


With electricity as the one source of power, light and cooking, 
many designing problems smooth out to make your job easier. 
For example, you can place equipment more conveniently be- 
cause there are no vents or pipes to consider. Equipment is so 
compact that greater capacity is assured with less floor space. 
Fire hazard is no problem as there is no flame or inflammable 
fuel. Then too, electric rates are usually very favorable for 
industrial uses — a saving for your client that might allow 
expenditure in some other designing direction. 


Design your electric kitchen with Hotpoint-Edison Electric 
e пан in mind. The quality that comes from 40 years 
of sound engineering skill and progressive research won't 
let you down. Call on Hotpoint specialists for any building 
suggestions or help. For further detailed information, con- 
sult your local Hotpoint-Edison distributor or write to us. 


Edison General Electric Appliance Co., Inc. 
5625 West Taylor Street, Chicago 4, Illinois 


HOTPOINT DEPENDABILITY ASSURED BY 40 YEARS EXPERIENCE! 


HOTPOINT REGIONAL SALES OFFICES. EASTERN: 570 Lexington Avenue, New York City 22, Plozc 3-9333. SOUTHERN: 304 Red Rock Building, Atlonto 3, Walnut 2959, 
CENTRAL: 1456 Merchondise Mort, Chicago 54, Superior 1174. WESTERN: Western Merchandise Mart, 1355 Market Street, Son Froncisco 3, Underhill 2727. 
IN CANADA: Conodion General Electric Co., Ltd., Toronto, Ontorio. 


OLDEST AND LARGEST 
MANUFACTURERS OF ELECTRIC 
COOKING EQUIPMENT 


Hotpoint Edison 


SOLD THROUGH 
LEADING KITCHEN EQUIPMENT 
DISTRIBUTORS 


COMMERCIAL ELECTRIC COOKING EQUIPMENT 


RANGES * BAKE OVENS · 
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ROASTING OVENS • DEEP FAT FRY KETTLES · 


BROILERS * GRIDDLES 


i An industrial building may look big 
enough ... may be big enough to take care of tomor- 
row's suddenly stepped-up demands for greater output. 
Yet, if it isn't "big enough" electrically . . . hasn't the 
Adequate Wiring for full electrical efficiency, it is 
shackled to the past, held down to an outworn, outdated 
production quota. 

Adequate Wiring, however, is : 
more than a reservoir for future CAE 
needs. It means not only conduc- e E 

tors of ample size — but enough 2. » mn p n ч P 

circuits and the kind of electrical OMS as 

system that can supply all the ADEQU NC WARING 
needs of power and lighting (both ; 
present and future) at the lowest 


cost per kilowatt used. Enee DW 
e 


In existing factories, office 
buildings and other industrial 
structures, this lower power cost 
may take various forms. It may 
appear in reduced voltage drop when skimpy wire sizes 
are replaced. It may show substantial economies when 
high voltage cables are used and when unit sub-stations 
are erected at load centers. It may result in savings 
through power factor correction when full advantage is 
taken of synchronous motors and capacitors. 
And in new buildings, only Adequate Wiring can fore- 
stall the need for wasteful, work-delaying dismantling 
operations in the future. Let an Okonite engineer work 
with you in planning Adequate Wiring and in applying 
its benefits to buildings now in use or soon to be erected. 
The Okonite Company, Passaic, New Jersey. 


Я 


| ШЙ] SINCE 1278 


f Cen EU БЛ 
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insulated wires and cables for adequate wiring at its best 
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MOSPITALS 


\NDUSTRIAL 
BUILDINGS 


D yeca s Yorewos Toi ИТНИ 


Your plans should call for Halsey Taylor Fountains. They're 
America's foremost, because for years they have embodied 
every possible factor to promote sanitation and convenience, 
regardless of the type of structure in which they're installed. 
Health-safe automatic stream control, practical drinking 

mound, exclusive hygiene-promoting features! 


Get our latest catalog. 


THE HALSEY W. TAYLOR CO., WARREN, OHIO 


ELLISON BALANCED DOORS 


e ELLISON DOORS in the Everglades Apart- 
ments, Washington, D. C., Joseph H. Abel, 
Architect. 


(Safety Doors) 


Because They Are Easy To Operate . . . 
Because They Are Furnished with Highest 

Quality Materials . . . 
Because They Are Complete . . . 


Three outstanding features of ELLISON BALANCED DOORS contribute to 


the solution of entrance door problems of architects and owners: 


First, the ELLISON BALANCED DOOR is pivoted at the top and bottom 
so that when it is being opened the pull handle edge swings outward against 
the wind, and the opposite edge swings inward with the "wind. The entire 
door, therefore, moves easily and quickly to one side of the door opening. 


Second, the easy opening and quick closing of the ELLISON BALANCED 
DOOR permits an uninterrupted flow of traffic. This door can be opened and 
will close in any wind and weather condition—with a minimum of effort. Be- 
cause it is counter-balanced, it requires only a slight spring action in the 
closing device. 


Third, the finest materials in the hands of expert ELLISON engineers have 
resulted in producing in ELLISON DOORS complete self-contained units, 
including frames, mullions, trim, saddles, and all necessary hardware. 


Send for our new booklet giving illustrations and details for various types 
of entrances. 


ELLISON BRONZE COMPANY, Inc. 


JAMESTOWN, NEW YORK 
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IN FACTORIES — Panels of Insulux 
help solve problems of light, temper- 
ature, humidity and dust control. 


ARCHITECTS are making full use of 
Insulux Glass Block—in homes, of 
fices, factories, schools and public 
buildings. 


And—rightly so! 


Panels of Insulux transmit and dif- 
fuse light far better than ordinary 
windows yet provide privacy along 
with light. 


IN SCHOOLS— Panels of 
Insulux flood classrooms 
and corridors with softly- 
diffused natural daylight. 


WATCH THE FLow To INSULUX 


Furthermore—panels of Insulux cut 
down sound transmission; lock out 
dust and dirt, and reduce materially 
the cost of heating and air con- 
ditioning. 


Panels of Insulux can be used to 
brighten dark corners and to flood 
any building with sunshine and light. 


IN HOMES—Panels of In- 
sulux bring sunlight in 
and yet provide privacy 
along with light. 


PICTURE OF THE GRAND COULEE DAM, 
COULEE DAM, WASH. Note the panels of 
Insulux Glass Block. 


Insulux Glass Block is a functional building 
material—not merely a decoration. It is de- 
signed to do certain things that other build- 
ing materials cannot do. 


OWENS =» ILLINOIS 


INSULUW2 


For technical data; specifications, and in- 
stallation details, see our section in Sweet's 
Architectural Catalog, or write: Insulux 
Products Division, Dept. C-1, Owens- 
Illinois Glass Co., Toledo 1, Ohio. 
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DRAINAGE | 
SPECIALTIES 


a 


From Seattle to Tampa the great family of 
Boosey products provides safe, sanitary living 

conditions for thousands of America's families. 
Every community, large or small, can be better pro- 
tected by Boosey products. 


Why? Over the years, Boosey engineering has constantly 
developed new standards of safety and efficiency —new 
improved methods of fabrication— to provide easier instal- 
lation-on-the-job and to meet the highest performance and 
sanitation requirements. That's why leading architects 
specify Boosey. 


The family of Boosey products is complete — from humble 
cottages fo giant industrial projects, you can count on 
Boosey quality to do the job better—a quality that is 
not guesswork, but the result of decades of scientific 
research spent in achieving perfection of design and 
unlimited utility. Find out about Boosey today. 


E E › 
| Send for Complete Catalog Today! 


General Sales Offices: 
420 North La Salle St. 
Chicago 10, lllinois 


AMERICAN SKEIN and FOUNDRY COMPANY 


"Cc FACTORY: RACINE, WISCONSIN ESTABLISHED 1900 © 


The Bank- 
ers Life 
Building, 
Des Moines, 
is Air Con- 
ditioned 
Throughout 
with Frick 
Refrigera- 
tion, 


In Notable Buildings— 


TRADE MARK 


Refrigeration 


Provides half a dozen profitable 
services: conditioning air, cooling 
drinking water, dispensing bever- 
ages, making ice, freezing ice 
cream, and holding desired tem- 
peratures in any number of rooms 
and boxes — for furs, serums, 
flowers, candy, fruits, vegetables, 
meat, fish, poultry, dairy products, 
frozen foods, etc. 


The Philtower 
Philcade Buildings at 
Tulsa are Air Condi- 
tioned with 1000 Tons 
of Frick Refrigeration. 


and 


If the buildings in which you 
are interested need any of these 
cooling services, get in touch with 
your nearest Frick Branch or Dis- 
tributor. Literature and estimates 
cheerfully furnished. 


FRICK 
COMPANY 


WAYNESBORO, PENNA. 


The Missouri Athletic 
Asso., St. Louis, Uses 
357 Tons of Frick Re- 
frigeration for Air 
Conditioning, Ice 
Making, and Food 
Service. 


The Naval Medical Cen- 
ter at Bethesda, Md., has 
a Dozen Rooms Cooled 
with Frick Refrigeration, 
which also Supplies Cold 
Drinking Water and Air 
Conditioning. 


Ш 


1 ШЇЇ ii i ЕЕ 


"So much from so little" .. . that's the story of metal 
hand rcilings. 


Smartly designed and fabricated from either ferrous 
or non-ferrous metals, a metal hand railing can do 
much to improve the whole appearance of a build- 
ing, a hallway or a room. Metal hand railings not 
only add a note of distinction to your building, but 
they also offer increased strength and provide a wel- 
come safety factor. 


Metal hand railings, like the many other products of 
architectural metal work, can be fabricated to meet 
your specific requirements both as to design and ma- 
terial. Be sure to include them in the new buildings 
you plan. 


The manufacturers and fabricators of metal hand 
railings, stairs, entrances, grilles, and other metal 
work, are anxious to work with you on your new 
building projects. Write today for a Directory con- 
taining names and addresses of Leading Fabricators. 


We also have available for architects a new 32-page 
Handbook on Metal Stairs and Railings. If you wish a 
Free copy of this helpful book, write on your business 
letterhead. Address Dept. R-l. 


NATIONAL ASSOCIATION OF 


ORNAMENTAL METAL 
MANUFACTURERS 


209 CEDAR AVE., TAKOMA PARK WASHINGTON 12, D.C. 
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OPPORTUNITIES AVAILABLE 


ARCHITECTURAL DESIGNERS: Structural, Heating 
and Ventilating, and Electrical Engineers. Experienced 
men for nationally known midwestern firm of architects 
and engineers. 

Box 86, ARCHITECTURAL RECORD, 119 West 40th St., New 
York 18. 


ARCHITECTURAL DRAFTSMAN with practical ex- 
perience for high-grade schools and monumental build- 
ings. Permanent position. Childs & Smith, Architects, 
430 North Michigan Avenue, Chicago 11, Illinois. 


AVAILABLE — consulting architect to architects and 
manufacturers of products of distinction—where imagina- 
tion and modern ideas are sought and appreciated. 
Broad experience and education as architect, designer, 
consultant and teacher. Prefer South and Southwest. 
Specialize in ideas and inventions, basic architectural 
design studies, show drawings and design criticism. 
Box 88, ARCHITECTURAL RECORD, 119 West 40th St., New 
York 18. 


GRADUATE ARCHITECT—A major oil company in 
Southwest wants Architect capable of architectural de- 
sign, detail and general drafting on industrial and com- 
mercial buildings. Must be graduate of recognized uni- 
versity. Salary will depend on qualifications. State age, 
experience, and educational qualifications in first letter. 
Box 90, ARCHITECTURAL RECORD, 119 West 40th St., New 
York 18. 


ARCHITECT DESIGNER WANTS FIRST POSITION! 
Practice over 20 years in Europe and South America 
with successful background. Capable to handling com- 
plete projects from conception to finish also details. Ex- 
cellent rendering and styling. Familiar with stores, hos- 
pitals, theaters, apartment buildings, interiors. 40 Years 
old, married, can travel immediately. Work samples on 
request. Speak English, French, Spanish, German. Write 


; only Air Mail or Cable to Martin Guttmann, Bogota, 
n- ABINETS ` Columbia, S.A., Carrera 17A, NR, 42-55. 
, Wanted Designers-Draftsmen, under 45, with experience 
R T W | I H | T | L | Т Y store interiors and fixtures—Architectural experience de- 
i sirable. Good opportunities for right men. Reply give 


full particulars. Taussig-Flesch & Associates, 59 E. Van 
Buren Street, Chicago 5. Illinois. 


* It is by seeing function and 
form through the master archi- WANTED: Two Architectural draftsmen capable of pro- 
tect's eyes that H-H-M engineers ducing complete working drawings with knowledge of 

: commercial and industrial work. Salary according to 


bs ас SANLE eded in combining the ability to produce. Mid-South firm of architects. Give 
ultimate in eye appeal with the complete information. 
| maximum of utility and protection Box 92, ARCHITECTURAL RECORD, 119 West 40th St., New 
MORE THAN A || in the design and construction of York 18. 
century OF |  H.H-M Steel 1 it- 7 і 
LEADERSHIP IN sila Industri queer geet "e WANTED: Interior store designer with knowledge of 
Я coy al чос insü- | merchandising by Mid-South firm establishing a new de- 
or protective | tutions. ... Drawing on the unlim- | partment. Give full particulars. Splendid opportunity 
DEVICES FOR ited fund of more than a century ET Pa eo party. 
INDUSTRY, А Р а ox 94, ARCHITECTURAL RECORD, 119 West 40th St. 
ees] of metalcraft leadership, the coun- York 18. ез ‚ New 
ҮН HOME sel of H-H-M engineers may prove -— 
à source of inspiration and of | ARCHITECTS, ENGINEERS: Do you know of someone 
practical good on any steel-cabinet | to represent a forty year old firm in the South East, 
project the architect has under South Central or Mid-Central Parts of United States? 


These excellent territories available to high calibre in- 
dividuals, provide permanent positions, paying incomes 
in the higher brackets. Successful applicants must have 
high degree of ability. capable of meeting top business 
personnel and selling Electrical Bank Protection Equip- 
ment. We desire representative to reside in his terri- 
tory. Salary, commission, expenses and car. Write the 
О. B. McClintock Company, 185 North Lyndale Avenue, 
Minneapolis 3, Minnesota, Attention, R. B. Hartman. 


HERRING-HALL-MARVIN SAFE CO. DRAFTSMAN-ARCHITECT: Expanding Chain of Large 


Volumes, fast merchandising Ladies, Ready to Wear 


advisement. 


IN PREPARATION: ''Progress in Protection." 
An illustrated history of devices men have 
used to protect their valuables from the cave 
man era to the present. Limited edition. For 
architects, bankers, executives. Please re- 
serve (by letter) your copy now. Gratis. 


MEE UD Sie pr cal С, uds Stores; wants a Draftsman-Architect who can execute 
in New York, Chicago, Boston, Washington, St. Louis, Atlanta, Houston ri i i 
Philadelphia, Los Angeles . . . Other Agencies All Over the World F lams, EUM PEU. еш. үн ap ee Must ba sree 
MANUFACTURERS OF BANK VAULT EQUIPMENT-BANK COUNTERS -TELLERS' BUSES AND LOCKERS p ere’ OSSTO RANTES UN imited. Headquarters in New 
SAFE DEPOSIT BOXES - NIGHT DEPOSITORIES - BANK AND OFFICE SAFES York. State age, experience and salary required. Box 
BUILDERS OF THE UNITED STATES SILVER STORAGE VAULTS—WEST POINT MILITARY RESERVATION 840; 1474 Broadway, New York 18, N. Y 
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Our 1946 pledge.to the Architect N 
Will provide... мо, Asphalt rie ` 


/ five Seal ne, 
/ Under constuction as e 
/ persed by Skilled p er. : 
ү ened Mooring engineers 
/ JUI, assurance 0/ 2 contin. | 

Р Ур? сте. el 0f asphalt 

ur 
loors of Your dites did 


nM: 


THE TILE-TEX COMPANY, Inc. 
ASPHALT TILE MFR. 
SUBSIDIARY OF THE FLINTKOTE COMPANY 


220 E. 42ND ST., NEW YORK CITY 
CHICAGO HEIGHTS, 


ор? 


ILLINOIS 


LOOK TO Wile “ед IN #6 


FOR THE BEST IN FLOORING 


Better Asphalt Tile : 


More Customer Satisfaction 


I We Wilf continue in 1946 to 


Qualit j 
erlormance, and 
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NEW 
ARCHITECTURE 
IN MEXICO 


Hospitals 

Town Houses 
Country Houses 
Office Buildings 
Store Groups 
Factories 
Schools 


Apartments 


Modern Hinges gor | Workers’ Houses 
“Же Madera оте Modern Architecture below the Rio 


Grande, with its straight line, unorna- 


*This modern hinge, the SOSS INVIS- mented flat surfaces, presents a dramatic 
IBLE HINGE, eliminates unsightly, contrast to the old, heavily ornamented 
broken surfaces—and surfaces marred by Spanish Colonial buildings. Yet Esther 


Born, in her book “THE NEW ARCHI. 
TECTURE IN MEXICO” has delineated 
in text, photographs and colored diagrams, 
including supplementary text on mural 


protruding butts. It thereby provides 
greater opportunities for unusual artistic 


design for flush, streamlined surfaces, 


and far more attractive doors, cupboards painting, sculpture, and pottery, how per- 
and secret panels. The SOSS INVISIBLE fectly acclimated it has become to its back- 
HINGE places a hinge where it really |! ground. 

belongs—hidden from view completely. This new volume is a reference source for 


building designers everywhere, and con- 


Write for tbe Soss “Blue-Print Cata- tains a complete assemblage of the progres- 


logue." Tbis catalogue gives full details 


for tbe many apblications of tbis modern sive thought of architects and engineers of 
hinge. Sent free to you on request. the Aztecs and the Spanish Americans. 
Reduced price $2.50. 
SOSS MANUFACTURING COMPANY FEM mpm bis rc ds va che 
21765 HOOVER ROAD • DETROIT 13, MICH. ARCHITECTURAL RECORD 


Book Dept. 
119 West 40th, New York 18, N. Y. 


Enclosed is a check or money order for $2.50. 
Please send me NEW ARCHITECTURE IN 
MEXICO. 
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our heat S 


Oll.: 0¢ CAS 


pr and yet youl! tind we three 
heat best with „ GE 


O mater which design for living you 

recommend to your client... there’s 
a reliable G-E design for heating to fit into 
your plans. 


Some architects prefer gas for heat. 
Others favor oil. But in either сазе... for 
steam, hot water, or conditioned warm air 
applications . . . more and more leading 
building designers are specifying G. E. for 
home heating. 


The proven reliability of G-E heating 


Automatic Home Heating 


equipment means added satisfaction to 
your client . . . and added credit to you. 
So for all types of home construction, be 
sure to specify G. E. 


See Sweets Catalog for specifications. For 
price and delivery information you'll find a 
G-E dealer listed in your Classified Tele- 
phone Directory. 


General Electric Company, Air Conditioning 
Department, Section 6441, Bloomfield, 
New Jersey. 


GENERAL @ ELECTRIC 


OIL FIRED 


G-E Winter Air Conditioner 
(warm ^ir! 


Boiler for steam or hot 
water heating systems 


GAS FIRED 


m—— i 


RA 
G-E | 


Boiler for steam or hot 


Conversion Oil Burner water heating systems (warm oir) 
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G-E Winter Air Conditioner 


&H OUTLET 


SPECIAL-PURPOSE 


- ы ~ 


2 


No.7707,— Clock Hanger Outlet: 
Provides electrical connection 
and mechanical support for clock. 
No. 7792, — Weatherproof Re- 
ceptacle with cadmium finished 
brass plate, metal cap and 
weather-tight rubber mat. 

No. 7797, — Floor Outlet, with 
2 threaded brass covers; one to 
shield plug cap and one to close 
outlet when not in use. 

No, 7750, — Fan Hanger Outlet: 
Provides mechanical support for 
fan, with electrical connection. 
| No. 1914,— Duplex 2-circuit Re- 
ceptacle; one circuit always "ON" 
for appliances, the other to be 
_ switch-controlled as for lamps. 


These Outlets serve special purposes zz addition to those 
served by ordinary receptacle types. Their extra-utility has 
durable basis in right design, rugged parts, reliable workman- 
ship. Ask for complete specification - data. 


HART & HEGEMAN DIVISION 


ARROW-HART & HEGEMAN ELECTRIC 
COMPANY, HARTFORD 6, CONN., U.S.A. 
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A name worth remembering 


HAWS 


When planning for drinking water facilities for that new 
factory, office, hospital or school, or for that remodeling 
job . . . remember HAWS for Drinking Water Fountains, 
Faucets and Electric and Ice Water Coolers. 


The outstanding features of HAWS are . . . sanitation, 
dependability, long lasting service, ease in operation and 
simplicity in installation. 


Drinking water is essential for good health. Install 
HAWS Drinking Water Fountains, Faucets and Coolers 
to make drinking water a convenient habit. 


Plan with HAWS today! There is a model for every 
particular drinking water requirement. Specify and in- 
stall HAWS now! Write for catalog. 


HAWS DRINKING FAUCET CO. 


Since 1909 
1808 HARMON STREET BERKELEY 3, CALIFORNIA 


Representatives and Distributors in all principal cities 


CUT BUILDING COSTS 


with new Oildraulic Levelators 


Cross loading docks and ramps off your plans by specifying 
Oildraulic Levelators for modern commercial and industrial 
buildings. Floors can be poured on grade instead of at railway 
car or truck bed heighth. You save space and give clients more 
efficient buildings at lower cost. Oildraulic Levelators lift 
loads (up to 50,000 lbs.) quickly to trucks, freight 
ears or different building levels. Installation sim- / u 
ple and inexpensive. Write for Catalog RE-201.——» ay, 


Rotary Lift Co., 1101 Kentucky, Memphis 2, Tenn. = 


Rotary 
OILDRAULIC LEVELATORS 


x A 


HOSPITAL PLANNING? 


The last of a series of six advertisements 
prepared to help you plan effective commu- 
nications for new or modernized hospitals. 


HOW CONNECTACALL CUTS HOSPITAL COSTS 


From the moment it is installed, a 
Connectacall, two-way nurse-patient 
communication system, starts pay- 
ing dividends in hospital efficiency. 
It has a direct bearing on nursing 
payrolls because it enables every 
nurse to care for more patients, 
more effectively. 

Connectacall replaces fatiguing, 
time-consuming footwork with 
modern telephone contact. From 
her duty station, the nurse can 


NURSES’ CALL SYSTEMS * DOCTORS’ SILENT AND AUDIBLE PAGING * DOCTORS’ REGISTRY * INTERIOR 


TELEPHONE SYSTEMS • NIGHT LIGHTS * NURSES’ 


CONNECT? 


answer her patient’s ring immedi- 
ately. Unless her attention is needed 
at the bedside, she remains at her 
station, available to other patients. 
At night, Connectacall’s Silent Super- 
vision feature permits the nurse to 
make an audible check of every bed 
from her duty station by sensitive 
microphone pick-up. In the experi- 
ence of leading hospital author- 
ities, Connectacall plays such an 
important role in increased nursing 


product of 


MERIDEN, CONNECTICUT 


LL 


GREAT AMERICAN INDUSTRIES, INC. 
CONNECTICUT TELEPHONE & ELECTRIC DIVISION 


efficiency that the system pays for 
itself over a period of a few years. 

Connectacall belongs in your new 
building or modernization plan- 
ning ... For details and technical 
data on a complete line of hospital 
communicating and signalling 
equipment, write for Bulletin 102. 
Our free advisory planning service 
places our twenty-five years of en- 
gineering experience in hospital 
communications at your disposal. 


HOME TELEPHONE AND RETURN CALL SYSTEM? 
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EASY TO READ 
DIAL | 
THERMOMETER 


Use a Powers No. 11 
Temperature Indicating Regulator when 
you want the advantages of an easy-to-read 
dial thermometer combined with a dependable 
self-operating regulator. The dial thermometer 
gives a visual check on the performance of 
the regulator and makes it easy to adjust for 
the required operating temperature. Various 
dials and ranges are available. 

Is Easy To Install — because both the ther- 
mometer and the regulator operate from the 
same thermal system — only 1 tapped open- 
ing is required. Write for Circular 2511. (71) 


THE POWERS REGULATOR CO. 
2720 Greenview Avenue, Chicago 14, Illinois 
231 East 4óth Street, New York 17,New York 
Offices in 47 Cities... See your phone directory. 


POWERS 


OVER 50 YEARS OF AUTOMATIC TEMPERATURE AND HUMIDITY CONTROL 


DELANY 


Delany Flush Valve, 
with cut-out, close 
up view of Delany 
No. 50 VACUUM 
BREAKER — pro- 
vents water contam. 
ination from back 
syphonage — 20 
years ahead of the 
market, 


write for 
catalog 
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WOSPITALS 
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and Lockwood Hardware 


Special problems are encountered in connection with 
door hardware for hospitals and convalescent homes. 
For instance, doors must open and close easily — and 
quietly — latch securely. Knobs should turn with 
equal ease in either direction. All locks should be 
keyed to a master key system. Finish should be re- 
sistant to perspiration and frequent cleansing. In 
addition, quality to a high degree insuring low main- 
tenance; and appropriate design features in a broad 
line, for the many sizes and types of doors required. 
Lockwood has had wide experience in meeting these 

exacting requirements, and is prepared to work with 
you — thoroughly. 

“Finishing Hardware at a Glance” is contained in 

SWEET'S ARCHITECTURAL FILE, 17 b 1, 1945. 


wA 4 ^ 


HARDWARE MFG. CO. 
Division of Independent Lock Co. 


FITCHBURG, MASSACHUSETTS 


Horn Folding Bleachers and Elec- 
trically Operated Folding Partitions 
provide flexibility of gym layout 
that enables you to have two com- 
plete playing courts at the cost of 
one. For safety, smooth operation 
and dependability specify Horn 
equipment. Your Architect recog- 
nizes the superiority of Horn en- 
gineering. Dept. 11 


See Horn details 

and specifications 

in Sweet's Cata- 
log. 


HORN MANUFACTURING COMPANY 


FORT DODGE, IOWA 


250,000 Clients 


A quarter of a million prospective home-owners have 
already written us inquiring about Weldwood Plywood. 

Every one is building-minded . . . actively interested 
in Weldwood for fine interiors. 

Editors of popular home magazines realize that Hard- 
wood Plywood has caught the public fancy. They have 
featured eye-catching pictures of Hardwood Plywood in- 
stallations . . . articles on its beauty and economy . . . in 
issue after issue. 

Now, their readers want the warmth and luxury of 
wood paneled walls for their ow homes. And they know 
they can have them with lovely, practical Weldwood 
panels . . . even with a modest building budget. 

For Weldwood paneling costs no more, in the long 
run, than ordinary plastering. And the first cost is the 
only one with Weldwood. With no expense for repaint- 


Plastics and Wood Welded for Good 


Waterproof Weldwood for exterior use, is 
bonded with phenol formaldehyde synthetic 


"WELDWOOD Plywood * 


W'eldwood Plywood and Mengel Flush Doors are products of 


UNITED STATES PLYWOOD CORPORATION 
New York 18, N. Y 


ing or repapering, the upkeep of Weldwood paneled 
walls approaches the absolute minimum. 

Weldwood panels are guaranteed for the life of the 
building. 

Quick and easy to install .. . Weldwood's Dri-bilt con- 
struction saves as much as six weeks of expensive build- 
ing time. This cuts costs appreciably, and avoids the 
hazards of warping and swelling that the tons of water 
in plaster walls produce. 

Your customers not only get a structurally stronger, 
more attractive house, but they can move in sooner. 

Youll find many important prospects among the 
250,000 people who have already written us about 
Weldwood. 

We'll be glad to send you any additional information 
you may need. 


THE MENGEL COMPANY 


Incorporated 


Louisville 1, Ky. 


tell you what they want! 


Distributing units in Baltimore, Boston, Brooklyn, Chicago, Cincinnati, Cleveland, Detroit, High Point, 
Los Angeles, Newark, New York, Oakland, Philadelphia, Pittsburgh, Rochester, San Francisco, Seattle. Also 
U.S.-Mengel Plywoods, Inc. distributing units in Atlanta, Jacksonville, Louisville, New Orleans. In Canada: 

United States Plywood of Canada, Limited, Toronto. Send inquiries to nearest point. 


resin. Other types of water-resistant Weld- 
wood for interior applications are manu- 
factured with extended urea resins and 
other approved bonding agents. 
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3 Quality Cements 


COVER EVERY CONSTRUCTION NEED 


LONE STAR CEMENT 


for concrete of outstand- 


МЕТ acci en 
LONE STAR ing quality in all types 
EMENT : 
PORTLAND ры | of construction 


VAs 


‘INCOR’* 24-HOUR CEMENT 


America’s FIRST high 
early Portland Cement 
—saves time, cuts costs 


мм | 
Я 


Т\С Н 1 
HIGH EARLY STRENGTH) 
PORTLARD 
LONE STAR 
MASONRY CEMENT 
The modern masonry 
cement, for really great 
job performance 


*Reg. U. S. Pat. Off. 


LONE STAR CEMENT CORPORATION 


Offices: Albany * Birmingham » Boston * Chicago * Dallas • Houston 
Indianapolis • Jackson, Miss. • Kansas City, Mo. • New Orleans • New York 
Norfolk « Philadelphia • St. Louis • Washington, D. С. 


Yours for the asking 


GIVES YOU : 
THE ANSWERS 

TO PUMP- . 
ENGINEERING 
PROBLEMS 


A timely contri- 
bution to indus- 
try—416 pages of 
factual data just 
when vital post- 
war pump prob- 
lems require au- 
thentic facts, 
sound experience 
and advanced 
engineering prac- 
tice. 


Here, under one cover, are hundreds of handy tables and 
diagrams you need every day. Revised, improved and new 
data governing the correct layout and installation of sewage, 
drainage, processing, heating systems, etc. Describes clearly 
and exactly the way to do the job right. 

Indispensable to Engineers, Plant Managers, Maintenance Men, 
etc. Sent free to Executives in response to their requests on 
business letterheads. Otherwise, $2 per copy. 


ECONOMY PUMPS, INC. 


HAMILTON, OHIO * U. S. A. 
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First Choice of Leaders 


IN PIPE 
HANGERS 45 


SUPPORTS 
ACCESSORIES 


“F & M" pipe hangers supports and 
accessories have been accepted 
“standard of excellence” among lead- 
ing plumbers and contractors and en- 
gineers. 


Why? Because "F 6 M" raw 
materials are of the best; all castings 
are made from new virgin metal; all 
malleable is A.S.T.M. CERTIFIED: 
every item is designed for overload 
capacity. All machine work is uni- 
formly finished and rigidly inspected. 


SEND FOR ILLUSTRATED CATALOG 


FEE & MASON 


MANUFACTURING CO., INC. 
81 BEEKMAN ST., N. Y. 7, N. Y. | 


SALES OFFICES IN PRINCIPAL CITIES 


Duromit 


THE BONDED CEMENT FLOOR 


DUROMIT is the hardest cement 
floor in existence, A mixture of hard 
mineral granules, it registers 9 
points on the Mohs Scale of Hard- 
ness. Specify DUROMIT, with its 
three year Bonded Guarantee, for 
all places subjected to unusual abra- 
sion, excessive moisture, or varied 
- forms of chemical attack. Easily 


rite for'further intormation, or phone 


Chickering 4-6782 


EMPIRE ‘STATE 
BUILDING N. Y. 


NEW YORK 


To he RIGHT about sheet copper 


read this 


T” most important additiui to the subject of sheet copper 
construction made in recent years — this authoritative 
book by America's oldest producer of copper and copper alloy 
products is based on five years' constant research. It is now 
published especially to help architects and roofing experts in 
the conduct of their business. 


Read the table of contents — that will give you the best 
idea of all this remarkable book contains. 96 pages, beauti- 
fully printed and illustrated, "Copper and Common Sense" 
gives practical, specific answers to questions that have long 
troubled thoughtful architects and sheet metal contractors. 


While the limited supply is available a copy will be sent 
free to any architect or contractor requesting it. Write today 
on your letterhead to the nearest Revere office. 


NEW book 


Foreword. 
HOW STRESS FAILURES OCCUR 
THE PROPOSED SOLUTION 
DETAILS OF SHEET COPPER INSTALLATIONS: 


Chapter I 


Chapter If 


Chapter III 


Sheet 1 Development of Single Lock, Double Lock 

and Standing Seams 32 
Sheet 2 Development of Batten and Loose Lock 

Cross Seams 34 
Sheet 3 General Requirements for Base and 


Thru-Wall Flashings 36 


Sheet 4 High Parapet Walls 38 
Sheet 5 Medium Parapet Walls 40 Contents 
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Revere Sales Offices 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills; Baltimore, Md.; Chicago, Ill; Detroit, Mich.; New Bedford, Mass.; 
Rome, N. Y.—Sales Offices in principal cities, distributors Everywhere. 


Listen to Exploring the Unknown on the Mutual Network 


every Sunday evening, 9 to 9:30 p.m., EST. 
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Advantages of 
MALTA'S 

OVERHEAD 
PULLEYS 


In Malta Window Frames 


EXTRA PRIVACY IN 


CONFESSIONALS 


A major problem in 
Catholic churches is 
that of providing pri- 
vacy in confession. 
Burgess Acousti-Panels 
for use in lining exist- 
ing structures increase 
privacy by limiting ex- 
traneous sounds and More easily removed than 
preventing conversa- old type side pulleys, 
tions from being heard 


by айпа репітеноя, Concealed Pulleys add 


neatness to home and 
construction. 


Rope or chain can be 


used. 
Smoother and easier in 
operation. 
Portion of Burgess Permits weatherstripping 
Acousti- Panel. Note of any type. 
Burgess Acousti-Panels are [ perforated interior ply- 
constructed of heavy reinforced E wood wall and thick Contractor can cut down 


plywood with solid wood sidings. 3 
One side of each panel is per- 3 blanket of sound-ab- 


length of pulley style 
any distance down to 
pocket. 


Overhead Pulleys are one of sev- 
eral exclusive patented features of 
Malta Window Frames 


forated. Interior construction 
shown at right. Available in sev- 
eral convenient sizes. 


sorbing material. 


WRITE TODAY FOR MALTA’S CATALOG. 


THE MALTA MFG. CO., MALTA, OHIO т; avet 


Malta Frames Cost Less Per Year Of Service sree 1927 


Freeflow Fan 
VENTILATORS 


New Improved Design 
Gives This Popular Burt 
Ventilator An Even 
Longer Life. 


Larger sizes of the Burt Free-Flow Fan Ventilator are 
now furnished with Burt’s “K-Frame Design” for 
. : GREATER STRENGTH—LONGER SERVICE LIFE 

and EASIER ERECTION. Burt's exclusive Free-Flow 
Again... Three Hinges 10 д Door construction eliminates turbulence, reduces friction 
losses within the head to a minimum, and exhausts air 
Postwar building calls for “three hinges to a door” vertically upward to protect roofing from corrosive 


—to prevent warping and to assure a permanently fumes or smoke, Write for data sheets on the complete 
crue-hung door. Specify Stanley Hardware for Burt line—there is a type and size for every industrial 
appearance, endurance and owner satisfaction. ventilating need. 


STANLEY 


SEND 


THE BURT MFG. CO. 7015 


ROOF VENTILATORS * OIL FILTERS Бий Eagineuti 
EXHAUST HEADS are glad to 


187 So. Main St., Akron 11, Ohio help on plans 


THE STANLEY WORKS, NEW BRITAIN, CONNECTICUT 
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AMERICA PROGRESSES 
THROUGH CONSTRUCTION 


bnc ee = 


ч 


Conwal of water helps to develop and conserve the 
wealth of the nation existing in natural resources. 
Such control properly exerted will produce wealth 
in three ways: by irrigation of 22,000,000 additional 
acres of land; by developing navigation of rivers; by 
making available tremendous supplies of power. 

It conserves wealth by preventing erosion of soil 
from tillable lands; it saves countless lives 
and billions of dollars of damage through 
control of floods. Projects to accomplish all 


© TURNING W 


ERS 
o 
\ 


AVANSA 
PANA 


dii 
[| 
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IING WATER 
INTO WEALTH 


this range from the digging of drainage ditches and 
the driving of piles into river banks to the construction 
of giant dams like Boulder, Grand Coulee and Fort Peck. 

Development and control of our water resources is 
another field in which the construction industry, in 
cooperation with public officials and private groups 
helps this nation to progress. A.G.C. members can 
be depended upon in this work because of the 
sound business principles to which they are 
pledged under the A. C. C. emblem. 


This advertisement is No. 5 of this series 


THE ASSOCIATED GENERAL CONTRACTORS of AMERICA, Inc. 


Ninety Branches and Chapters Throughout America 
National Headquarters — Munsey Building, Washington 4, D. C. 


SKILL, INTEGRITY AND RESPONSIBILITY IN CONSTRUCTION OF BUILDINGS, HIGHWAYS, RAILROADS, AIRPORTS AND PUBLIC WORKS 
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ABRASIVE 
~ SURFACE 


STEEL 


Thickness 14 in. Width 3 in. 

Lip Depth 1% in. Length 84 in. 

i or less as desired. Colors: 
УЕ, Black, Buff, Gray. 


NEW DEEP LIP SAFETY TREAD 


Uses: To provide permanent, non-slip surface on any type of stair - 
tread; to give monumental appearance to either old or new treads. 
Features: Correctly balanced abrasive action assured by 
Alundum abrasive grain at and behind turn of nosing and 
Alundum abrasive aggregate on flat surface of tread. Both. 
the grain and the aggregate permanently "locked" in molded 
hard rubber base which is permanently bonded to steel back 
(as illustrated). 

Installation: Usually made by Soft Flooring Contractors. 

Write for complete information, 


гов FURTHER JYE OHIO RUBBER COMPANY 
SER OUR SAFETY TREAD AND FLOORING DIVISION 
SWEET'S 100 BEN HUR AVE. 


й WILLOUGHBY e OHIO 


EXPERIENCE 


COUNTS-ALWAYS:! 


You can't buy 
EXPERIENCE, 
but JAMISON 
builds it into 


Our 50 years experience produces cold 
storage doors which efficiently protect the 
contents of your refrigerated rooms. 


JAMISON-BUILT DOORS—always essential 
to the best protection of your perishable food 
products—are today a vital link in national 
defense. For NO FOOD MUST BE WASTED. 


Why be satisfied with anything less than 
the best—at no extra cost? Get JAMISON- 
BUILT DOORS. 


Consult nearest branch or address 


JAMISON COLD STORAGE DOOR CO. 
Jamison, Stevenson and Victor Doors 
HAGERSTOWN 
ee — - 


MARYLAND 


JAMISON BUILT 
Super-Freezer Door for Low Tem- 
peratures, Send for Bul. No. 126. 


BUILT COLD STORAGE DOORS 


(See our Catalog in Sweet’s Catalog File) 
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General Pencil Company 


INCORPORATED 


67 FLEET STREET © JERSEY CITY 6, N.J. 


Iberia Parish Court Building in Louisiana was designed in architectural 
concrete by Architect A. Hays Town of Baton Rouge 


You can have both economy 
and distinctive design with 


ARCHITECTURAL 
CONCRETE 


Send for literature on design and 
construction practice with architectural 
concrete. Free in the United States and 
Canada. See Sweet's Catalog 4F/3. 


PORTLAND CEMENT ASSOCIATION 


Dept. A1-8, 33 West Grand Ave., Chicago 10, Illinois 


\ А national organization to improve and extend the uses of concrete 


-+.through scientific research and engineering field work 


Russwin Hardware. as a 
line, has earned preferred 
specification by architects 
because Russwin Hardware, 
as aunit, delivers extra values and advantages — apparent 
all the way from first plan to completed, occupied 
structure. 

The quality product, Russwin’s Adjustable Cylinder, 
is a typical example: fine metal — precision made — 
faultlessly finished. 

The first extra is the Ball Bearing Pin Tumblers which 
eliminate friction, give a rolling instead of a sliding 
action, reduce wear and assure easy operation of key. 


SINCE 1839 


— — —WUssW 


DISTINCTIVE HARDWARE 


The Quality Product . i "na TOR iy 


EXTENDED — FOR THICK poons 


The second extra is the feature whereby the turning 
of the adjusting screw at the back of the cylinder length- 
ens or shortens the barrel to accommodate various door 
thicknesses. This means that a Russwin cylinder lock 
set — universally available as a stock item — can be spe- 
cified for any door that is from 134” to 3V$" in thickness. 
Architects like it because it simplifies specification. 
Euilders like it because it simplifies installation. Dealers 
like it because it simplifies stock. 

There are other Russwin extras — in item after item — 
where Russwin initiative results in better design and 
manufacture. Specify Russwin — for extra valucs. 
Russell & Erwin Manufacturing Co., New Britain, Conn. 


Қ 
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U. S. MAIL 
CHUTES 


are again available and should be 
specified for hospitals, dormitories, 
apartments, hotels and public build- 
ings as well as for office buildings. 


Catalog in Sweet's 


ESTABLISHED. 1883 


Cutler, Hail Chute бо 


ROCHESTER 7, N.Y. 


Charles Glaser. Architect 


MAKES GOOD 
TTER! 


Architects 
These outsta 


FREE 


i ion 
pee color cards today. 5 


Mass. 
2 iver Bldg., Boston 9, . 
1277 Olive DOUBLE WHITE 


CABOT'S and Gloss Collopakes 


MARK OF QUALITY 


aS i — NS ! 


in home cellar construction 


If you want the convenience and safety of an 
accessible cellar . . . If you want a leak-proof, 
burglar-proof, termite-proof and permanently 
trouble-free cellar door М 
which will always be а | 
source of satisfaction to | 
you... buy 


COPPER STEEL 


E ums 
BULKHEAD DOORS 


A Sound and Sensible Investment A AUTOMATIC 


ASK YOUR DEALER or write 


SAFETY 
BILCO MFG. CO. ^ 
164 Hallock Ave., New Haven, Conn. CATCH 
SIDEWALK AND BULKHEAD DOORS * STEEL ROOF SCUTTLES 
(Om T, NO 


this heater moves 1n 
bag and baggage—no 
building to do on the job 


When these heaters are built, the combustion chamber— 
refractory material and all—is built right into them so 
that each heat producing unit is shipped from the factory 
complete. When gas or oil is the fuel to be used it is only 
necessary to connect to the fuel supply and to a power 
line, and the heating plant is ready to function. For the 
complete story on Dravo Direct Fired 
Heaters ask for Bulletin 509-A. Address 
DRAVO CORPORATION, 300 Penn Avenue, 
Pittsburgh, 22, Pa. 


pe 


HEATING 


/ 


The Cleanable 


eZ. CELL 


Sectional-type Electronic air 
filter With removable collector 
plate assemblies. This feature 
eliminates need for providing 
water, oil, compressed air and 
sewer connections at each in- 
stallation. Spare coliector plate 
assemblies can be set , into 
place ‘and ‘service continued 
uninterrupted while dirty plates 
are being cleaned. Send for 
Bulletin No, 252. 


Self-Cleaning | 


Eis MATIC 


The completely automatic óper- 
ation of this Electronic’ filter 
answers both the problem of 
removing the dust and smoke 
from the air, as well as the 
secondary problem of dispos- 
ing of collected material. A 
continuous curtain of collector 
plates vd. intermittently 
down the front of the filter 
and һу a viscous. cleaning 
bath al the bottom, Send for 
Bulletin No. 250. 


#he only Electronic dry filter on the 
Uses sheets of "charged": airmat 
paper which are renewed manually or by a 
mechanical loader. Combines mechanical 
filtrationzwith Electronic cleaning providing | 
continuous гу сө even thru a period of j— 
power failure should it occur. Send for 
Bulletin No. 253. 


© AAF offers, T 


the first time, high efficiency air 


cleaning in three types of Electronic filters to meet any requirement, either commercial 


or industrial, for super-clean air. For the interesting story behind the development 


THE MAGIC OF 

-x ^ ELECTRONICS IN 
р. | AIR FILTRATION 
1 i will be sent 
free on request, 
"Write for your 
copy today, 
there's no obli- 
gation. 


of these filters which are the result of 10 years of reseach and 


experimentation send for the helpful booklet shown below. 


AMERICAN AIR FILTER COMPANY, INC. 
Incorporated 
389 Central Avenue, Louisville 8, Kentucky 
In Canada: Darling Brothers, Limited, Montreal, P. Qa 


LM Sle AIR FILTERS 


FOR EVERY COMMERCIAL AND INDUSTRIAL AIR CLEANING PROBLEM 
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BOOKS 


ENGINEERING CONTRACTS AND SPECIFICATIONS 


by Robert W. Abbett, formerly Assistant Professor 


of Civil Engineering, Columbia University. 


This is an up-to-date and comprehensive book, featuring the best current 
practice with regard to contracts for both engineering and architectural 
services. Basic principles and methods are given treatment, and specialized 
branches of the subject are clearly explained. As illustrations of the various 
documents discussed, United States Government standards, A.I.:\. standards, 
and some private examples are given in parallel. 188 pages—514 x 834—$2.25. 


SIMPLIFIED ENGINEERING for Architects and Builders 


by Harry Parker, Professor of Architectural 


Construction, University of Pennsylvania 


No preliminary knowledge of the subject required. Theory and derivation 
of formulas reduced to a minimum. All necessary tables are included, no 
other books required to supplement its use. 214 pages—96 illustrations— 
flexible binding—$2.75. 


CONTEMPORARY SHOPS IN THE UNITED STATES 


by Emrich Nicholson 


Nearly 400 illustrations, plans, etc., showing 93 shops, large and small, 
handling many lines of merchandise, located from coast to coast, designed 
by 58 leading designers and architects. 195 pages. 814 x 11. $10.00. 


Any of the above books will be mailed postpaid on receipt of price. 
Send your order and payment direct to 


Architectural Record Book Department, 
119 W. 40th St., New York 18, N. Y. 


Please send books checked. 


Money order or check for $...... enclosed. 
nier sirerechemeiiieRÉSA€NelitésRESev;IPPRUSSeRSS 
af MER E T TC ERU DIO CEDE TOT Ms Ge е TO CE LC 
OV sirzrprteushQsiirPPROSESS РРР А.В. 1-46 


Engineering Contracts and 


Specifications .......... $ 225 
Simplified Engineering for 
Architects and Builders .. 2.15 
Contemporary Shops in the 
United States „2... : 10.00 
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types. Copper | 
tubes and copper | 
fins. ... Write for | 
; Catalog 12C-1. \ 
FEDDERS 
| BUFFALO 


o uni HERTERS 


| , E. Ы 
à 

| FOR installations 1 

| 15 to 45 ft. above | | 

|: working zone. | 

| | er | Circular & square | ju 

1 

| $ $ 

| 

| n 

| | | 


| E E COAT and HAT RACKS 


Now Available in STEEL! 


Complete Checkrooms 


The same lifetime (PETER- 
SON l-check System) 
Checkroom Equipment that 
has always been standard in 
all fine hotels, institutions 
and public buildings, re- 
engineered, strengthened, 
streamlined and available in 
more beautiful modern fin- 
ishes. 


Space-saving, sanitary, 
keeps clothes “їп press." 
Portable and stationary units 
or in lengths to fit. 


Write 
for 
Bulletin 
G-38 


VOGEL-PETERSON CO. 
“The Checkroom People” 


624 S. Michigan Ave. Chicago 5, III. 


SPoT 


REG-U-$ PAT-OFF 


SASH CORD 


a A Sow, sant "ua 


REG-U. $-PAT-OFF 


SAMSON CORDAGE WORKS 


BOSTON 10, MASS. 


| Е 
..for DURABILITY | 


REMEMBER srAPORCEL* 


quality when plans are on your boards 
for new building construction or 
modernization. 


The SEAPORCEL process of fusing 
ceramic coating into its metal base at 
1550°F. results іп a facing material of 
enduring satisfaction. 

When you specify SEAPORCEL you 
assure yourself and your owner of the 
finest of materials, skilled workmanship 
and the services of a production and en- 
gineering organization of outstanding 
ability. 


Write for information today — No obligation 


*Reg. О, 8, Pat. Off, 
SEAPORCEL PORCELAIN METALS, INC. 


Formerly Porcelain Metals, Inc. 


Й 28-02 BORDEN AVENUE, LONG ISLAND CITY 1, N. Y. 


eaporcel 
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APPLICATION E. ^ ЮР ROOFED ATTIC—WOOD LOUVERS 
DATA SHEET | 


DOUBLE - THICK 
BALSAM-WOOL 


rem M von valuab Omplete fi le of 
e ATRTETECATLUCFAYATETATETATAYA TATAY A /\ M a 1 а їа 
ШОРОО / n : S. Owing sh e e ts 
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STANDARD 


í BALSAM- WOOL ing! Th 
M SECTION э. outgrowth 
SCREENED OPENING SCALE Vg"s 1" 8 research h "i 

Cets > ese dat 
t contain inf 
When possible, it is desirable to provide addition- lon harg Orm a 


SIMPLE method of ventilating a hip roofed 


atticis shown in the drawing above. Screened 


al ventilation by means of screened openings in 


louvers are constructed at each end of the roof the soffit of the projecting roof eave. 
1 ridge. Although forged open m of — louver If the attic is not to be floored, it is desirable to Con Venien t f brief, 
I8 should follow the ratio of approximately 14 square seal the flange of the Double-Thick Balsam-Wool S Or. Ge 
Í inch per square foot of attic floor area, it may be Blanket to the top of the joist with a wood lath. et now—,,,: t your 
Н necessary to reduce their size so they will be in The ends of the blanket should likewise be fas- Or ob É 1 thout cha 
1 1 proportion to the roof and size of the building. tened and sealed to the framing members. liga tion rge 
4 € co ` JUST ma] 
а И upon! 


pot Seba oi cia irra s 


BALSAM-WOOL 


WOOD CONVERSION COMPANY 


First National Bank Building PU cab Gd 
Saint 11 i lame-F roo! 
aint Paul 1, Minnesota e Wider 


Products of Weyerhaeuser NU-WOOD 


€ Moisiure-Proofed 


€ High Thermal Efficiency 
© Built for Permanence 


WHAT THE WORLD IS COMING TO... 


More and more glass block panels 
» in mills and factories 
» in office buildings and stores 


e in hospitals and schools 


IGHT—where you need it most. Protec- 

n tion—against dust infiltration and 

heat losses. Savings—in operating and main- 

tenance costs. Those are three important rea- 

sons why PC Glass Blocks are in increasing 

demand for new construction and modernizing 
projects. 

PC Glass Blocks transmit a generous supply 
of diffused natural light over wide areas, in- 
creasing usable floor space, reducing artificial 
lighting costs. 

The insulating properties of PC Glass Blocks 
help to maintain desired temperature and 
humidity levels. They also lessen heat losses 
through lighting areas, saving on fuel cost and 
extending the life of heating and air-condition- 
ing equipment. 

PC Glass Block panels can be quickly and 
easily cleaned. The strong blocks rarely if ever 
break, there is no sash to rot, crack, or need 
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repainting. Repairs or replacements seldom— 
if ever—are needed. That means real economy. 

PC Glass Blocks harmonize with a wide 
variety of plans, have proved efficient and 
economical in all sorts of buildings, all over the 
country. When you are planning a building or 
modernizing program, be sure you know ай! the 
advantages of glass block construction. We 
shall be glad to send you detailed information 
on patterns and sizes of PC Glass Blocks, Pitts- 
burgh Corning Corporation, Room 302, 632 
Duquesne Way, Pittsburgh 22, Pennsylvania. 


PITTSBURGH 


Distributed by 


PITTSBURGH PLATE GLASS 


- Also makers of PC Foamglas 


COMPANY and by W. P. Fuller & Co. on the Pacific Coast 


